WORLD'S FINEST 


CIRO 
SURPLUS 


Catalog No. 71-2 


Our 24th Year 


MANY NEW 
ITEMS 
CHECK EVERY PAGE! 


TRANSMITTER F-ELEPHONE LINK 


RCA ET-8019-A RADIOTELEGRAPH AN/TRC-47 Radio SET Its PRI 
TRANSMITTER AN/SRT-4A AM-CW-MCW MARILY USED AS PART OF A 3 
| 2000 To 22,140 KC IN FouR BANDS MILE SINGLE CHANNEL RADIO 
200 WATTS, CRYSTAL OR MASTER OSC LINK IN A TWO WIRE TELEPHONE 
ILLATOR CONTROL. WITH TuBES | SYSTEM. A CONVERTER 1S USED 
IN osc. STAGE, 1/807 IN TO CONNECT THE TWO SYSTEMS. 
BUFFER AMPL. AND 3/813 IN POWER THE UNIT 1S SINGLE CHANNEL 
AMPLIFIER STAGES. METERS 33" AM CRYSTAL CONTROL FOR USE 
READ FIL. VOLTS. GRID CUR. PLAT IN THE 132 To 150 Mc BAND 
CURR. OSCILLATOR DIAL 38", PLUS AND REQUIRES |15 or 230 voL 
ALL THE CONTROLS YOU NEED FOR 50 To 400 cycle FoR oPERAT! 
A GOOD TRANSMITTER. ION. THE TRANSMITTER OUTPUT 1s 7 WATTS AND 
PoweR Suppcy |15 VDC @ || amps. | COMES WITH TUBES | EA. 2£26,5763,5R4,6AK6,0A2 
supPLie€s 1200 voc 500 ma. bu |2AX7,2 rad ea th & 616, TUNING METER & hp 
Ts 500 cycLe, |.59 amps, 75 ING SW...,.RECEIVER HAS SPEAKER AND TUBES 
youre 83 crc. |.35 amps. ° EA. |2AT7,6AQ5,12AX7,6AX5, 2 Ea. 6BA6,6J6,0B2 
COMPLETE WITH TUBES, spaRE 813 |& 4/6AK5...THE CONVERTER IS A COMBINED RING- 
& 807, MOTOR STARTER, FILTER, ING SIGNAL CONVERTE AND ELECTRONIC HYBRID 
GENERATOR CONTROL, FUSES, BRUSH | NETWORK. IT CONVERTERS A 20 CYCLE SIGNAL TO 
ES, SNUBBER, 2 CRYSTALS,MANUAL ETC. A 800 cycLe and 800 cYcLE FROM THE REC To 20 
TRANS. SIZE: 39" HIGH [4an wide, 192" peep. |35 {CYCLE SO THE SIGNALS CAN BE TRANSMITTED AND 
GENERATOR S1ZE:274x94x 42. wT: 236 tps, |ADAPTES TO TWO AND FOUR WIRE TEL, SYSTEMS. 


WITH TuBes 3 EA, |2ATT7, | EA.6AS6,6AK6,0B2 
SnPPeSaatces Rue ob Shut ebneS g1O0. bee” |@/ON2 E 8foes 7 
: - | CABINET SIZE 212x|42x222; supa. wt; 100 Les. 
PRICES: USED SERVICEABLE $59.50 Unusep $79,50 


AS-813/TRC-47 GROUNDPLANE TYPE CORNER REFLEC 
TOR ANTENNA For use IN THE 132-150 mc BAND 
WITH DIRECT RADIATION ALONG A NARROW BAND, 
50 OHM IMPEDANCE.THE BASE 1S MADE OF PERFOR- 
ATED ALUMINUM PLATE WITH ALUMINUM FRAME AND 
1S TRIANGULAR IN SHAPE, 65" on 2 SIDES AND 
89" IN FRONT. THE ELEMENT 1S MOUNTED IN THE 
CENTER AND 1S ADJUSTABLE FROM |7 To 2/4 IN, 
TWO SIDES OF THE REFLECTOR ARE FORMED 16 vER 
ITACLE RODS 42" La. THAT ARE SCREWED INTO THE 
FRAME. THE UNIT CAN BE.MOUNTED ON A POLE OR 
MAST. SHIPPING WT: 55 Les. SENT KNOCKED DOWN 
BY MOTOR FREIGHT OR REA ONLY. $30.00 


MANUAL FOR AN/TRC-47 RADIO SET.....$10.00 


RECEIVER 


, THIS 1S ONE OF THE BEST 
RECEIVERS THE ARMY HAS 
USED FOR MANY YEARS. THEY 
ARE HIGHLY SLECTIVE AND 
SENSITIVE FOR USE IN THE 
1,500 To 18,000 KC RANGE 


; IN SIX BANOS WITH BFO, 
THE ELECTRONIC SWITCH MAKES “ CRYSTAL PHASING, MVC,AVC 
? > 


POSSIBLE THE SIMULTANEOUS | FAST AND SLOW TUNING, LARGE ILLUM. DIAL, CW-= 
OBSERVATION OF TWO RECURR~ | OSC. CONT.,REC-SEND SW., VOL. CONT., MIC. JK, 
, NT PATTERNS ON THE SCREEN | SPEAKER & PHONE JK, ALIGN-ANT. CONT., 470 KC 
OF A CATHODE RAY OSCILLOSC | IF.,WITH TUBES 2/605,4/6K7, | EA. 6F6,6L7,6R7 
x OPE BY PROVIDING 2 INDEPEN-| THIS REC. 1S SAME aS BC-3I2 ONLY LATER VERSIO 
DENT TIME BASES. DIRECT COMPARISONS OF /MPLI- S1ZE:18x93x9; wr: 60 Les. 
TUDES, WAVEFORMS, FREQUENCIES AND PHASE RELA-| R-336 Rec. w/RA-20 115 v 60 cYCLE power SUPP. 
TIONSHIPS MAY BE OBSERVED...A SQUARE WAVE USED SERVICEABLE $65.00 useD cHeckeD $84.95. 
VOLTAGE OF VARIABLE FREQ. AND AMPLITUDE IS OA-65 Rec. w/RA-20 115 v.60cyc p.s. 2 CAN BE 
AVAILABLE AT THE OUTPUT TERMINALS FOR USE AS USED TO MAKE A DUAL DIVERSITY IN CONJUCTION 
A TEST SIGNAL IN STUDING THE TRANSMISSION WITH 0-59 OSCILLATOR=AMPLIFIER. 


CHARACTERISTICS OF VACUUM TUBE AMPLIFIERS OR | yseD seRVICEABLE $75.00 useo cHecken $89.95 


OTHER CIRCUITS.... DIRECT COUPLED AMPLIFIERS 0-59 OscILLATOR~AMPLIFIER 
- = USED SERVICEABLE 
ARE DESIGNED FOR™CHOPPING" a DC SIGNAL MAKING ae $10 


IT SUITABLE FOR TRANSMISSION THROUGH THE AC 
AMPLIFIERS WHICH USUALLY ARE FOUND IN OSCILL- 
OSCOPES. SWITCHING RATE CONT. vaR.JO To 2000 
TPS... SQ. W. GEN. CONT. var. 10-500 cps. 
AMPL. CONT. VAR. TO AT LEAST 30 v. P To P... 
S1G. AMPL. FREQ. RESP. UNIFORM Q to 5000 cps. 
INPUT tmp. 100,000 oHMs, ouTPUT IMP. 50,000. 
Power REQ. 115/230 v. 50/60 cycte. 
S1ZE:153x13x18; wr:20 ces. USED oe 
PRICES, SERVICABLE NOT CHECKED UNUSED $32.95 


q 


AUTO_ALARM RECEIVER AR-8600X 
FOR S00 KC DISTRESS FREQUENCY. 

) THE INTERNATIONAL AUTO ALARM SIG 
_| NAL CONSISTS OF A SERIES OF DASH 
1 ES FOUR SECONDS IN LENGTH, SEP- 
| ARATED BY SPACES HAVING A OURAT- 
1ON OF ONE SECOND. WHEN THE corR- 
, RECT SIGNAL 1S RECEIVED IT WILL 
| ACTUATE THE WARNING BELL. 

THIS RECEIVER-SELECTOR WAS DESI- 
GNED FOR SHIPBOARD USE AND REQ- 
f utRES I15 VDOC |.5 amps. FoR THE 
TE, SCREEN.FILAMENT VOLTAGE ALSO 6 voc FOR 
THE BELL AND RELAY, MAX. 3 AMP. WITH TUBES 
2/6K7,1/6H6,1/6A8 & 5/1611.W/ALARM BELL 

Size :26x 14x11’; SHPG, WT: {00 LBs.MANUAL$7.50 
PRICES: SERVICEABLE; use0$50.00 unuseo $75.00 


° 


RA~20B Power Suppcy |115v60c servIceABLe 20. 
DM-21 Dynamotor {2 voc usep wl | 
FT-162 SHocKMOUNTING UNUSED $2,95 
PL-114 PLuc & caBLe F/REMOTE USE 2.75 


AM-8/TRA-| POWER AMPLIFIER 
FoR 70-100 MC F.M 200 watt 
WITH A RE INPUT OF 25 WaTT 
( APPRO 2 IMPEDANCE 70 OHM 
Uses 2/4627 TuBEs IN CLASS 
"C™ PUSH=PULL TUNED PLATE 
circuit ano 3/003 V.R TuBE 
THE FILAMENT TRANSFORMER 

5 v.ct 15 A. 1S SUPPLIED 
IN THE UNIT, -100 voc,450 voc @ 40 ma and 
2000 voc 250 MA ARE ALSO REQUIRED BUT ARE NOT 
IN THE UNIT. A 115 v. 60 cYCLE BLOWER 1S ALSO 
IN THE EQUIP.VAR. CAP. DUAL 5-50 & 7-35 MMF 
$1z&:16x!08x12; wr; 55 tes. in cuest 100 ces 
Prices: useo ${8.95 Re-cono.$24.95 Cuest $3 


R-48/TRC-8 RECEIVER 
~F 2M. 230 To 250 MC. 
}ONE BAND VARIABLE 
FTUNING, VOLTAGE RE- 
FQuIRED 115/230 60 crc 
: | WITH SPEAKER, PHONE 
ca eae JACK, SQUELCH CIRCUIT 
m= ny 1/9002, WSO 
CHECKING. WITH TUBES 8/6AG7, 1/9002, 1/5U4,1 
6V6,1/VR-150,1/6N7,1/6SN7,1/6AL7. Size: 2Ox 
19xf6; wT; 75 Les. USED 95 


SEE PAGE 2 


MINIMUM 


This IS the only 


P. O. Box 1105 - - 1016 E. Eureka St. [iene ein 


issue this year. 


ORDER $3.00 Lima, Ohio 45802 419/223-2196 eeiareet 


FAIR RADIO SALES 


W 1 . EUR : . , 
rea soe In Fer. BOX Foetal ih 02 Ser derreee AMES De See VOLT 
. ’ 0 458 0-200 MADC SeAbe 2"' Rounp| 0-50 VDC scace, 2" Round, 


CONTROLS RED 
Bpinersiinle! AG TEL: AREA CODE 419 223-2196] DEJuR S-210/ R25200 OODCMA MARKHAM, RUGGEDIZED SE 
STORE HOURS USED MR265050DCV UNUSED 


MAY BE SET ANY 
WHERE ON THE DIAL. IF THE 
9:00 A.M. TO 5:30 P.M. 
MONDAY THRU SATURDAY 


ONE (1) MADC Move 
MENT, FACE MARKED 
"SET TO RED LINE" 
CENTER RED LINE. 
TRIFOLET 327-T 
" 


CURRENT FALLS TO THIS POIN 

.1T CLOSES A CONTACT THAT 
CAN ACTUATE THE WARNING DE- 

MOVE. FACE MARKED] vice suCH AS RELAY,BELL ET 


0-200 MADC scaLe, 38" round] 0-15 DC-AC VotTs SCALE. 23 
GE#D0-41/CG-22063 ROUND, VARIUOUS MFG. 
Type [S-122 USED ¥ 


500 MICROAMP DC 
NEW 


Pierce (738800 hak ohh FACE.WeM TERMS 9-200 iiADG scate, SH¥equane| 0-15 AG-D0 VouTs seh 
y MARKED'"'6 ViTOP 53665 0-100 DCMI CROAVPS. PRICES NET, F.0.B. LIMA, OHIO| WESTON 301/923 ROUND, VARIOUS MFG. 7G 
2p tree aM he use0 $8.99 SPECIFY TY SEND CASH, CHECK or MONEY nen 4.98 D.C. Tyee 18-122 useo 7 gE 
TELECTRO: TH CO 3c | celle Ua caea eee ee ORDER with PURCHASE ORDER.| 0-15 MADC scALe WITH EXT. 


#6625-255-0121 new $6.95 SHUNT SUPPLIED FOR eet MA 


w<--------- -MULTIMETER MINIMUM ORDER $3.00. iP eerian TYPE, Weston 30 ee 
ee jell ree Orders less than $3.00 Simeon P3ESOIES Ne New $5.95 | !000 OWNS A V3 vate 48-7 O67 7 
$ METER 4% ADD $:50°HANDLING CHARCE.| ous oo oo agon ee 
Bete * TOP ee 60 FULL SCALE 50 


MICROAMPERES. 
RUGGEBIZED : 
0-2.5/5/10 a.c. 
225, 0345 new $8.95 
eye MULTIPLIER wy 


Include sufficient money for 
shipping charges. (UNUSED 
PAYMENTS RETURNED AT 
ONCE.) Otherwise we will send 
shipping charges collect. 


C.0.D. ORDERS, SEND 25% of 
PURCHASE with ORDER. BAL- 
ANCE will be COLLECTED 
UPON DELIVERY. 


When writing for information 
PLEASE state what specific 
information you desire. 


seeder SRO | ‘oc 2s 
SMe. Ree 88-503 PHASTRON, RUGGEDIZED #683- | 
9729 Unuseo $4.95 
Q-5/10/50 Grio BIAS sou SCIA_BAN unm ce 
ooo 10E MOVE. D.C. RUG DIZ 0-500 VDC Ree 
VARIOUS MFG.#MEB- 1001 30 95 


ww er ee meme we ee 


Bottom 0-3/15/ 
60 MARKED ACV 
DCV AND MILLI- 
AMPERES. 

p/o |l-|35E Test SET 

3 80038 USED $6, 95 


www we we em ee we we we ew ew eee ee es 


ac. . ET SELSYN METER 
ED RUGGEDIZED. eae 

MARION ELECTRIC. ~ LAG. 
MRI SOWOOIDCMA eoveree ce 
TE oie AND FROM set 


PHAOSTRON WESTON 543/248620 i Ke 35° 0-25 MADC scate, 0-1 ma. 0-100 VOG scaLe, 38” Rou 


CLEAR PLASTIC ge ot eo ale ir ae ee eget 1 ; Fs il Ce LAMP s&s MOVE. RUGGEDIZED B 5 ah 
it ovea OSS CARRIES (EVE | LRM RaAAMMD or" F S5E/EaesRhs? TASH] GelGD Ens dgromBasl/ 
DENS Cae 0-200 D.C Micro- 


eer ere eee we oe eere 


0-500 MADC scaLe, 23" rounp | 
VARIOUS MFG. MRE Ee “Taal “aif ¥ "gu 
New $5.95 ves Tows506 egy: "34, 95N 
0-50 VDC scace, 4x4% square 
1000 oHMs P/y He “BR RAF | 
38546 Usep $5. 


eed ee 


0-50 MADC scace, 33" round 
WEsTon 30] 
useD $4.95 


ow ewww ome me wwe oe 


“PRAMP D.C. 0-5 
SCALE 34" 


USED $4.95 


wee wm em eee ew ee ee 


Fs=-| MA DC 


: - ' AMPERES! y,, O@'% 0 00 ie Aeneas ene eee 0-150 voc " 5 
Mae: Weaey [areanat ona ROUND. Serene anu} 0-100 MADC scace, O-I MA. | GeneRAL ELEGTRIG neato i 
6625-84|-3306- USTMENT. MoVE. 23" ROUND, RUGGEDIZE! Useo $4.95 < 
weabigunay eye ot a ey 1180 new $3.05 WEFI67807 $4.95 | BLK. FACE. WesTOn ploel/ one 
500 Microamps. on ne 91273. useo $4.9 


ee we we we wm ew we ee ee ee ee ee ee ee 


0-35 & 0-350 vDC SCALE, 3 
ROUND, FS«| MA«FOF 8350 
Unuseo $4.95 


0-300 D.C MIcRoamMPERERS 
22" ROUND, RUGGED! ZED, BLK 
FACE, HIcKoK D56R. 
#662$-668-9286 New $4.95 


www ewe we ee ee ee ee 


D.C. res. 300 

OHM OC. {8"sq. 

|-3/8" MTG. 

DEJUR mop. 112 

STK#3F 33] 2-6.6 
4.95 


DC AMMETER FS- | 
DCMA NEGGATIVE- 
CENTER- POSITIVE. 
CLEAR PLASTIC 
CASE, 1%" SINGLE 


MANY OTHER RANGES IN STOCK 
USED 23" ROUND OR SQ. 2299 
NEW " 3 

useD 33" 


0-15 & 0-600 VDC scate, oa | 
ROUND, FS=|MA ARIOUS MFG, | 
PC-90609C/3F6299 New $3.95 | 
Weston D.C. Voi " RD. 
0-80. 0-200 6+ “256 0-300 | 
0-350 0-500 Cuotce, spec- | 
IFY RANGE. Useo $4.95 val 


0-100 D.C MicroampeRes 
HOLE PRESS MOUNTING.$3,95 | 22" RoUND, RUGGEDIZEO,WHT.| «sss -$- =e == eee 
ASP-S68 INTERNATIONAL FACE, WESTON |52}. DC MILLAMPER 23" 
: S MOTORAIDE 6625- 942-1691 new $5.95 0-15 & 0-300 sc. 
: 0-300 sc. USE ExT. 
Z SHUNT 235 OHM 
USED w/BC-669 
eee STK#3F 930-14 


wee ee wm we ww oe wo we ow ee eee eee 


HOYT D.C. AMPERE 
METER 0-15 scaLe 


| MIRRORE PE IN 
rorg@ AY at 
CASESWITH, ZEST 
LEADS x2} 
wt: 3 6s. 
#17A5200 $3.95 


MULTIMETER useb 100-0-100 oc voL_t 
TO TEST AIRCRAFT 300-0-300 pbc voLT 
CIRCUITS. FULL- SCALES WITH SHUNTS 
ScALeE |00 uA. AND INSTRUCTIONS 


|-3/3- 10 MICROVOLT AND 5- 
50 % MODULATION ty Fs- 
100 MicRoamMp.23" Round RUG 
GEDIZED.GAR260/219 N a 95 


18-36 WO scale, Sam aa 
DIRECT READING. MARION Eve | 
CTRICPHS-2/414A USED °32. 95 | 


| 


ww ww wm ee em me ee we 


OTHER SCALE AVAILABLE. 
ADVISE US OF YOUR NEEDS. 


A.C. VOLTMETERS 


0-150 VAC ret 
D.C. AMPERES [BER Er 


WESTON MODEL 643 


an 
ee bcheitt 33" Face 43" mT 


| Tigp onus 1G te yan Ge pe 4IBAAd NEW (3 98" 2" peep, os" Ten 
| USAe+ 52002474500 -~------------------- ------ a Fo MERE oe OR 10 (VAG. 8¢ ¢ LES Be met soge CeCe 
eer $4.95 | MD) sxunt 50 wv/200 a | TRIPoLEnp2s2¢GTo- ceo No. 16184 D.C. AMPERES se. | 
Che noe emineamreae iW WESTON-M-643 ORD# 


MICROMHOS oynamic 
MUTUAL CONDUCTANCE 
& Tee IN |-177 TUBE 
we prente ees O-!. 
MA. HICK 547A 
STK# 3F 1 350 .95 
INTERNATIONAL 
SCALE 0-5/25 Fs- 
O va, 13 HoLe 


0-3-10-30-100 VAC scaces(4) 

23" ROUND, RUGGEDIZED, SEAL 

ED, FSel.5 nae -0723| 
UNUSED 


www ew wee em ee we we ee 


30-0-100 ree MV SHUNT © 


173030 $6.95 
0-15 DCA scate, 22" ro 


SIMPSON #1 26/MROAWO | SDCAA 
NEW $ 


0-30 DCA scace, 23" R 
TRIPOLET as SF Fi0305 22° 


MATCHED METERS CHROME PLAT 
ED 22" squarRe,2"' HOLE MTG. 
0-30 VoLTs oc "#1046A-12 


is 
Ae MARK Yos X | DC AMPERE 400-0-400 SCALE 
0 $2.95 new INDUCTION TYPE MOVEMENT. 
eee reras 7432 #|696-1B pi a95 


DECIBELS A,C. AMPERES 


~8 To 0 To 46 sc. PaGE AC AMMETER O- 
FS-3.79 vac, 3ro fmm \25 scaLce O-| A 
WesT#BA-33543 400 cYcLe move. 2" 

USED $3.95 SQ. #2319-6625- 
e49- 982 New $3.95 


0-300 VAC scate, ei aa: 
WESTON RUGGEDIzED 
READING .$3F 8300-72 Ne “§3. 95 


were ewe om wee ow ewe 


NEW 
Weston VAC scates, 33" rb. 
0-1 0-10 0-50 0-75 0-80 
Mover 301/476 sp aa RANGE 
DESIRED. USED $4. 


wwe ewe ee ee ee ee 


ue 0-20 DCA scace,33" Ro. 
ARKED CHARGE-DISCHARGE 
WE#0164277 useo $4.95 
0-150 DCA scaLe, 24" RD. 
FS=|5 MA. MOVEME 
WEsT.#12058528 Hseb $1.95 
OTHER SCALES AVAILABLE, 
ADVISE US OF YOUR NEEDS 


WESTON Gece Ngo" 95 news, 95 
THERMOCOUPLE FOR DIRECT _— 
READING SCALE 00 


0-150 RF MA ScaLe,2"_rount | 
PSON, RUGGEDIZED SF9I7- | 
Boy eeON CEB SAS NEW oe 4 


0-50 V 1000 HA SCALE, 34 
ROUND enleley 

UsED w38 
MANY OTHER RANGES IN STOCK 
0-1 To 0-50, 32" RD oR sq 


eee we ewe wee ee ee 
wwe ew wwe eee ee 


2 ALSO 23" SPECIFY SIZE & 
Sathya hae ccorccnn---- RANGE. 23"! 2 95; new | <vi Lo -ccSsseeee 
OHMS, 33" RD. Weston 361/2|| 0-75 ACA scace, 3%" ROUND Nelee TEST ; $3.993208" " “33- n $4.95 
TER FOR OO 0 ---------------- 
semen ale eee NeW $5295 SCR-522 Radio 380 To 420 cycLes scaLe, 
Ame ga Se USED FOR ALIG Ue VOLT COILS, oat ROUND, cocenccceeseree 
0-150 ACA SIMPSON NEW NMENT & SETT- OR USE WITH EXT. REACTOR. 
MopveL 56 38" RD. 55.95 | ING CHANNELS WESTH: #DY/724979 usens7. 95 |rouno 0-1.5 0-5 3-10 | 
~-------------- Mopet 57 3" sq. 5.95 |O0-1 MA teatateteteeteetatatated used $3.95 creer 
POWER SET 46 16 0 10-3) 1) paw e noone oe 0-40 V 400 crc. 7shne VE hdl meee ocak 
O. FS~200 UA, Wagtine| OTHER SCALES AVAILABLE, WITH CORD & PLUG. ROUND SEA eeu 172 OTHER R.F METERS IN STOCK 


oR" y 
1496/400 ruac/seat U $3.95 
Page 2 


ADVISE US OF YOUR NEEDS. new $ 


$1ZE:3x3x2 wt: 2LB. $6.95 SPECIFY SIZE AND RANGE. J 


HIGH 


BAND 


R-394/U RECEIVER F.M. 152-172 MC. 
SINGLE CHANNEL CRYSTAL CONTROL 
DUAL CONVERSION, CRYSTAL FREQ. 
RANGE 24.033 To ar ee OVER- 
&B TONE, TYPE CR-32/U F, FREQ. 
, 7.8 wc & 455 kc. 15 KG DEVIATION, 
OUTPUT IMPEDANCE 8 OHMS, POWER 
6 WATTS, SQUELCH AND MUTING CIRC. 
@ MODULAR CONSTRUCTION WITH PLUG-IN 
UNITS FOR EASY SERVICING. 
[ST R-F AMPL. UNIT W/TUBES 1/5840 
2/\AD4eneexLOCAL OSCILLATOR UN 
w/tuees 2/1AD4, 1/5678, |/VR3I- 5783 
aeneelST I-F 7.8 MC UNIT w/TUBES 
3/9678 ones 20 1-F AND DISCRIMINATOR UNIT WITH 
TUBES 7/5678««e%eAUD!9 AND SQUELCH UNIT WITH 
Tuses 3/5678, 1/5672,1/6AK6 ALso 455 kc sELEc- 
TIVE FILTER UNIT WHICH IS WIRED, NOT PLUG-IN. 
|LLUSTRATION SHOWS THE PLUG-IN UNIT AND THE 
COMPARTMENT WHERE THE POWER SUPPLY IS ALSO 
PLUGGED\ INTO. COVER 1S SUPPLIED AND HELD JIN 
PLACE BY A SPRING LOADED FASTNER. 
POWER SUPPLIES, CONNECTOR, CONTROL UNIT AND 
OTHER 1TEMS THAT ARE USED WITH THIS SET ARE 
LISTED ELSEWHERE ON THIS PAGE. 
$12€:83x53x143; wr: 19 Les. 

PRICES: USED GOOD CONTITION.....$14.95 

Gov'T RE-CONDITIONED.... 22.50 


R-257 RECEIVER 25 to 50 MC FM 
SAME AS R-394 RECEIVER ONLY 
DIFFERENT FREQUENCY RANGE. 
USES ALL THE SAME ACCESSORIES 
POWER SUPPLIES , TUBES ETC. 
SAME SIZE AND WEIGHT. 

USEO $19.95 


Te208/ TRANSMITTER F.M. 
1 25 to 50 MC 25 Watts. 
Saha CHANNEL CRYSTAL 
) CONTROL, LO KC DEVIATION, 
VOLCE ONLY TRANSMISSION. 
CRYSTAL UNIT CR=27/U, FREQ 
RANGE 1,562.5 To 3125 KC. 
x 16 FOR ALL 2 ACI aa 
ms (00 MV CARBON MIC. WI 
Y TUBES Arete 1/84, 3/5672 
eo NAMO 
VOLTAGES REQUIRED ARE AS SHOWN ve DYNA 
TORS DY-93/12 V, DY-98/24 V. DY-100/6 v 
Size: sib 45 wr: I! ves. USED $29. 95 


CHASSIS CONNECTORS TO 
E FIT _R-994,R-257,T-416 
met T-278 ,T-208 & SUPPLIES 


TRANSMITTER PLuG P-40! cHassis CONNECTOR NO'S 
J-80!1, Cannon# DPD-A32C2-33S-2L $2.50 


RECE1VER PLuG R-252; cHASSIS CONNECTOR No'S 
J-803, Cannon# DPD-A3ICI-335-2L $2 50 


Power Suppcy PLuc P-1203; cHASSIS CONNECTOR 

no's J-802, CANNon# DPD-30-335-22 $2.50 

UG-77, PLUG ON 4% FOOT CORD. ..ccccececeee dl 00 
He33/P rT HANDSET on 4% coro with UG-77 U 5.95 


T-278/U TRANSMITTER F.M. 

H 152 To |74 MC APPROX. 30 
WATTS, CRYSTAL CONTROL ON 
ANY TWO (2) PRESET FREQ. 
PHASE SHIFT MODUALTION |5 
KC DEVIATION, CR-27/U cry 
STAL UNIT FREQ. RANGE 
he 5437.5 Kc. vee oP 


raya WiTH TUBES 2 
sea" 3/2624, 4/5678, 2/5672 
AND 

VOLT GES REQUIRED AS ry gga D¥-93 DYN AMO- 
TCR ELSEWHERE ON THIS PAGE. USED 18.95 
$1ZE:83x4$x143; wr: 12 LBs. Unused 24.95 


GENERAL ELECTRIC FM TRANSCEIVERS 
152 to 174 mc CRYSTAL 


co L 
SINGLE CHANNEL DOUBL - 
sion, 15 Kc BAND W 


CONTROL BOX. 


TRANSMI WITH TUBES Whe 


AT 
Jen 6,2/8BH6,5763 & 

Rceere R WITH TUBES 7/€BH6,2/6AL5,12AX7,6A05 
GE Kecee #4ES12A3 Sila a aa wr: 40 Les. 


+_FM__ TRANSMITTER — RECEIVERS 


R-394 ReMPVER CHASSIS ONLY LESS ALL PLUG. 1M 
UNITS AND FILTER, WITH CONNECTORS ANDO COVER. 
SHPG. WT: 10 Les: useD $4.95 


LOCKING RECEPTACLE FOR CHASSIS........ 


R-394 RECEIVER PLUG: IN-UNITS ONLY 

= RoF. AMPL. w/TuBES 1/5840,2/1AD4 $3.95 
OCAL OSCILLATOR W/TUBES 2/1AD4, 1/5678 $4.95 

TRSIS 5783 & CRYSTAL. (NO CRYSTAL CHOICE) 


2ND 1.F AND OISCRIMINATOR W/ TUBES 5678$3.95 
Ist 1.F 7.8 mc. w/tuBes 3/5678 & cryst $4.95 


Aubto & SQUELCH aura 3/5678, | /5672 
AND 1/6AK6 : 


SELECTIVE FILTER 455 kc. (NoT sHown) $2.95 


VIBRATOR TYPE POWER SUPPLIES 
FOR USE WITH R-394 & R-257 
RECEIVERS. THE ouTPUT OF THE 

SUPPLIES ARE THE SAME AND ARE 

Rae VOLTS oc ; 15 1 


140 " " 


W " 
tt hi 
w " 
ab 1.4 1" " 
Pp- avi 24 vo.ts oc @ |.1 amps 
PP- ooh por H e 2.0 
PP-869 9/U 6 " cS Ree pet an 
Pp- 3846/1 115/230 v 60 crc 2 amps % 
(in May 1969 1ssue of CQ Sam KELLY WROTE AN 
ARTICLE ON CONVERTING THE R-394 RECEIVER TO 
2 METERS. HE ALSO STATED THAT THE D.C. INPUT 
UNITS CAN BE OPERATED FROM [15 v. 60 cYcLe 
BY USE OF A 6.3 v 8 AMP TRANSFORMER. FoR 
MORE INFORMATION SEE THE ABOVE ARTICLE.) 


C-847 RADIO CONTROL BOX; 

Be USED TO CONTROL THE SYSTEM, 

HAS HEAVY ALNICO MAGNET qn’ 

3 SPEAKER FOR MONITORING REC. 
| CONTROLS FOR SQUELCH, VOLUME 

: ON/OFF SW. PILOT LIGHTS AND 
RECEPTACLE FOR H-33 HANDSET mee une UG-77 
$1Z£:93x53x34; wr: 6 LBs pees 95 
H-33/PT HANDSET with cord & UG-77" °5.95 


2 DY-93 DYNAMOTOR POWER SUPPLY 
INPUT; 12 VDC @ 20 AMPS. 
OUTPUT ; aoe oe @ 180 MA. 


. USED witTH T-208 & T-278 TRaNns. 
Size: 88x7xl4; wt: 27 ces. 
PRICE: USED $9.95 


Peat Bes Terre 
-30 Kc., 23" METER FOR 
MEASURING THE VOLTAGES 
OF THE DIFFERENT STAGES 
CRYSTAL CONTROL ON ONE CHANNEL IN THE RANGE. 
Size: |68x!0xl2; wr: sHec. 100 Les. 
Price: Gov't re-cono. $49.5 
AM-8/TRA-1 Power AMPLIFIER SHOWN om PAGE| OF 
THIS CATALOG CAN BE USED TO BOOST THE POWER 
200 watts. Price: useo $18.95 Re-cono $24.95 


AM-914/TRC CONVERTER 
AMPLIFIER, 225 ro 400 
MC TUNEABLE OVER THE 
RANGE WITH DIAL INDIC- 
ATION, CONSISTS OF 2 
STAGES OF CASCADE RF 
AMPLIFICATION, A MIXER 
LOCAL ASCILLATOR AND 
BUFFER AMPLIFIER. OUT- 
PUT FRE O MC. WITH 
ruses 4/64 & 1/5670. 
VOLTAGES REQUIRED 150 voc AND 6.3 voLTs. 
PLUG IN UNIT USED WITH R-417 RECEIVER. 
Size: 7&x62x9%; wr: 10 tes. used $34.95 


LOW 
BAND 


C-845/U RADIO SET CONTROL 
USED WITH R-394, R-257 
IRECEIVERS AND 1-208,T-278 
& T-417 TRANSMITTERS. 
CONTAINS A SO TUBE MICRO- 
PHONE AMPLIFIER WITH A 
LINE LEVEL METER THAT EN 
ABLES YOU TO ADJUST THE 
SIGNAL SO THAT IT WILL 
BE STRONG ENOUGH TO MODULATE THE TRANS. AFTER 
PASSING THROUGH THE INTE®. 600 OHM LINE. 
HEAVY DUTY 4" SPEAKER 1S PROVIDED FOR MONITOR 
ING THE RECEIVER. HAS TCNE GENERATOR FOR SIG 
NALING PURPOSES, SPEAKER VOL. CONT. PILOT 
LIGHTS FOR POWER AND TRANSMIT. REQUIRES UG-77 
PLUG FOR MIC. & PHONE SUCH AS ON H-33/PT Hano 
SET.(REQUIRES 155voc DMA, 160voc |5mMA & 6.3v 
PP- 6/0 115/230 v. 60 cyc POWER SUPPLY WAS 
Sane FOR USE WITH THIS UNIT AND MOUNTS 
INSIDE AND 1S AN OPTIONAL ITEM. 
S1z€:83x13¢x13d3 wr:20 tes. Tuses 2/12AU7-6AKE 
PRICE USED LESS PP-846 Power SupPLy $14.95 
WITH m 29 


CY-938 ELECTRICAL EQUIPMENT, CABINET: USED TO 
HOUSE RECEIVERS R-094 or R-257, TRANSMITTERS 
T-208 or T-278 AND POWER SUPPLIES DY-93 or DY- 
98 or DY-100 FOR THE TRANSMITTERS. 
THE UNITS SLIDE IN THE CABINET AND ARE HELD 1 
PLACE BY A HEAVY TWIST LOCK FASTENER. ELECTRIO 
AL CONNECTIONS ARE MADE THRU THE PLUGS WHICH 
IN TURN ARE WIRED TO TERMINAL STRIPS BEHIND 
THE BULKHEAD. CABINET CAN BE MOUNTED IN ANY 
POSITION AND HAS A REMOVEABLE COVER FRONT AND 
BACK.( ILLUSTRATION SHOWS CABINET EMPTY AND 
WITH UNITS IN PLACE. 
$1ze:173x114x25; wr: 33 tes 

Prices: USED $7.95 UNUSED $9.95 


BC-1000 FM TRANSMITTER- 4 
RECEIVER 40 to 48 MC; 
PORTABLE LOW POWER TRAN 
SMITTER 3 TO 5 MILES 
DEPENDING ON CONDITIONS, 
SINGLE CALIBRATED DIAL & me 

FOR TUNING RECEIVER AND TRANSMITTER, MICRO- 
PHONE AND PHONE JACKS ON FRONT PANEL, SQUELCH 
CIRCUIT AND AUTOMATIC FRE CONTROL, WITH 
TuBes 6/114,5/1L4,3/185,2/3A4 & 1/TAS. 
VOLTAGES REQUIRED FOR USE 43 voc @ .5 AMP. 

90 voc @ 25 ma & 150 voc @ 50 ma 
S1ze:|14x6x7i; wr: 13 ces. USED. $24.95 


CS-128 BATTERY CASE (EMPTY) FASTENS To. BOTT 
OF SET USED TO HOLD BATTERIES. $4.99 
AN-130 Gooseneck ANTENNA ) 
TS-!5 HANDSET ( oR EQUIVELENT) 2 

TM-1 1-637 MANUAL 


R-316/ARR- 26 RECE| VER igen 
162.25 - 173.5 MC.FM @& 
DESIGNED TO RECEIVE 

SonosBouy SIGNALS ON 

16 PRE-SET YAY, 
Lae: tuses 1/6 


ian, NY 


Je NO POWER at : 
apices 280 voc @ : 
APPROX. 125 MA. AND FILAMENT VOLTAGES. 
QuTPUT OF THE SET USES A |2AU7 IN A CATHODE 
FOLLOWER CIRCUIT WHICH #S SUFFICIENT FOR HEAL 
SET. (SCHEMATIC AND CONVERSION INFORMATION 
FoR 145-175 MC SUPPLIED WILL INCLUDE ADDITION 
OF AUDIO, SQUELCH AND 115 voLT 60 cYCLE POWEF 
SUPPLY CIRCUITS. 
Size 5x8xi7: wt:13 ces. Price usep $22.95 


TRANSMITTER RECEIVER 


iS ial TRANSM| TTER-RECEIVER 
mae 100 To 156 mc AM voice, 1.5 watt 
: Spent CONTROL ON TWO PRESELECT 
ED CHANNELS,1#" METER FOR CHECK 
ING OPERATION, MIC, PHONE AND 
MONITOR JACKS wre bars bias 
3) FRONT PANEL. 
3 |ABD 3/1L4, Iss. ain B/3A5, 
4,2 3A4. VOLTAGES REQUIRED 
ee 4% voc ano 60 voc. 
Sagat wT: I5 LBs. usep $24.95 
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36 & ARC COMMAND SETS RECEIVERS &@ TRANSMITTERS COMMUN! CATION 


THE CoMMAND SET SERIES OF TRANSMITTERS AND a 
RECEIVERS HAVE BEEN POPULAR FOR MANY YEARS ON RCA et Oe 


THE SUPLUS MARKET. 6 BANDS, 195 To 410 KC AND. 


THE SERIES CONSISTS OF SEVERAL SEPERATE UNITS 1400 ro 31000 kc., ELECTR 
COVERING THE FREQUENCY RANGE OF [90 KC To 9.| BANO SPREAD, VAR. SELECT] 
MC FOR THE RECEIVERS AND 2.1 To 9.1} MC FoR THE TY, ADJ. CRYSTAL FILTERS 
TRANSMITTERS. ; NOISE LIMITER, AVC, CARRIE 


TRE 
IF YOU ARE NOT FAMILAR WITH THE CONVERSION OF STRENGTH METER CRYSTAL. co 


AS ty IT 1S SUGGESTED THAT YOU PUR- MC.TEMP. AND PeaecE Se 
SLASE CONVERSTON MANUAL: COVERING “FRE SETS SENSITIVITY BETTER THAN 5 MIC. V. 2: | oes 
NOISE Bere 3 /esk' UNDISTORTED OUTPUT 
re ee LOSk7 | aati |/6SJ7, | /6H6, 1/egre | 
SY3G & BEaT FREQ. OSC, 4 
TROL AND PROV. au SPEAKER AND HEADSET. 
Size: 10%x20x1 14: wr: 85 ces. QgaBinet DESIG 
MAY vaRY JALSO AVAILABLE FoR | RACK MOUN 
RICE: USED NOT CHECKED... $89 


BC-620 RECEIVER TRANSMITTER 
F.M. 20 To 27.9 MC. CRYSTAL 
CONTROL ON ANY TWO PRESELECT 
ED FREQ. §N THE RANGE.USES 
FT-243 CRYSTALS, ONE SUPPLIE 
POWER OUTPUT APPROX. 3 WATTE 
=) Je WITH PHONE & MIC vACKS,(NO 
ie ws or LANEY tea METER, VOLUME 
A ROL, SELECTOR SWITCH ETC 
WITH TUBES | ns ST ILHA. IZILNS, 4/\R4/ 1294 
2/387 & 4/306/1299 ‘ano PE-97 Power SupPLy 
THAT OPERATES FROM 6 or 12 VoLTs D.C.W/CABLE 
Size: Rec. TRANS. ONLY |5x|134x7; wr: 30 Les. 
Pe-97 Power Supp.|5x!13sx73 wt: 20 Les. 
THE REC.-TRANS. tS MOUNTED ON TOP OF THE POW 
ER SUPPLY AND 1S HELD THERE WITH HASPS. 
Price: BC-620 & PE-97 RE-NEW 19.95 


CQ SuRPLUS CONVERSION MANUAL, WHICH INCLUDES 

COMMAND SETS 1S AVAILABLE FROM US FOR $3.00 
( FoR OTHER CONVERSION MANUALS SEE PAGE 2| 

m THE RECEIVERS ARE SIX 
© TUBE SUPERHETRODYNE ~ 
WITH THE FOLLOWING TUBE 
Line-up; 1/1206 /12k8 
3/12SK7’ & Mosk 
DESIGNED TO OPERATE 
WITH THE USE OF a DM-32 
24 VOLT B.C DYNAMOTOR 
WITH A OUTPUT VOLTAGE 
oF 250 voc : @ 60 MA. ALSO REQUIRES 24 VOLTS 


AN-45 TELESCOPING ANTENNA FOR MOUNTING ON 
REAR OF BC-620, 984" LG. NEW....... 1.99 
FT-250 SHOCKMOUNTING BASE F/ BC-620 

& PE-~97 To-GETHER OR SEPARATELY 2. 
CD-509 CORD ExTENSION 8 FT. USED WHEN 

P.S 1S TO BE USED AWAY FROM BC-620. 2.75 


FOR FILAMENTS. THE SET WAS TUNED FROM A REM- 

OTE POSITION BY THE USE OF A FLEXIABLE SHAFT CS-79 Hen NE SAME SIZE AS fos =o $1. 50 

AND CONTROL BOX. S1ZE:5x5xI1!; wT: 12 LBs. sec Pa Mee epee are vadecode a5 

BC-453 190 to 550 KC used $16.95 T-24 MICROPHONE CARBON RE-NEW 4, 35 

SPARE TUBES FoR BC-620 NEW BOXED EACH .79 ; Te 

Z 2 i Z aan SP-600 HAMMARLUND RECEIVER 0.54 to 54 MC IN- 

BC-454 3.0 To 6.0 MC USED 16.95 SIX BANDS, SENSITIVITY 2.3 MICROVOLTS OR BET= 

BC-455 6.0 to 9.1 MC Gov't RE-conpo 14.95 TER ON ALL BANDS FOR S-N-N RATIO oF JO DB. 
sae ls {.5 To 3.0 MC UNUSED $22.95 |MAGE REJECTION BETTER THAN 74 DB ON ALL BAND 


8 : “ss Me) |.F. Revection at 600 KC ts 2700 To |, Ave — 
Oe GO Oied RP MES | Witt HOLD WITHIN 12 DB WHEN INPUTITS INCREAS] 


R-28/ARC-5 100 to 156 MC CRYSTAL CONTROL ON 
FO Fy FROM 2 TO aed es My CREO Eee aude OUTPUT 


OUR PRE-SET CHANNELS WITH 24 VDC MOTOR, NOT 

CONTINUOUS TUNNING. USES SAME VOLTAGE BUT 
DIFFERENT TUBES. SEE CONVERSION MANUAL FOR 
DETAILS TO MAKE CONTINUOUS TUNING.USED$I8.95 


THE TRANSMITTERS WITH 

PROPER USE CAN PUT OUT 
50 watts CW ano 30 waTTsg 
ON PHONE. MOOULATION 
1S OBTAINED FROM SEPA- 
RATE UNITS, BC-456 FoR 
SINGLE TUBE MOD. AND 
MO-7 FOR PUSH=PULL MOD, 
THE DM-33 DYNAMOTOR IS 
USED TO SUPPLY THE VOL- 
TAGES AND: 4S MOUNTED ON — 
THE MODULATOR. VOLTAGES REQUIRED "575-600 voce 
q /| 75-200 MA. AND 24 votts. WITH TuBEs 2/162E 

‘1626 & 1/1629 macic EYE TUBE FOR TUNING 

AND CRYSTAL FOR CALIBRATION. $1ZE:5x7x!2; 12ce 


T= 18/ARC-5 » 2.1 To 3.0 MC useD $9.95 
CBY-52232 Navy 2.1 To 3.0 MC Less 
ANTENNA INOUCTANCE VARIABLE COIL USED 4.95 
BC-696 3 To 4 MC Gaya RECONDITICNEO 14.95 
T-20/ARC-5 4.0 To 5.3 MC Useo $6.95 new 9.95 
T=21/ARC-5 5.3 to 7.1 ™ 6.95 NeW 9.95 
~22/ARC-5 7.0 To 9.) ™ 
is 23/ARC-5 oe To |56 MC AM ustne 832 TUBES 
2) AND 1625 (2), FoUR PRE-SET CRYSTAL CONT- 
2) CHANNELS, COMPANION TO R-28 RE FOR CON 
VERSION SEE CC MANUAL. $24.95 
BC-456 MooULATOR FOR USE WITH 
|= COMMAND TRANSMITTERS, SINGLE TUBE 
§ > = g MODULATION WITH TUBES 1/1625, 1/ 
4 |2J5GT ano 1/VR-150. HAS PRoVIONE 
“7 AFOR MOUNTING DM-33 DYNAMOTOR. 
at eee Si 7c: 7x8x10; wrelives. U. $3.9 


MO-7/ARC-5 MODULATOR same as BC-456 ONLY USES 
2/1625 TUBES IN PUSH-PULL FoR 40 To 60 WATTS. 
USED W/coveR $11.95 L/cover $9.95 new $14.95 


COMMAND RECEIVER AC POWER SUPPLY SEE PAGE 20 


SPIN TUNING KNOB FOR RECEIVERS $1.00 
DM-32 DYNAMOTOR 24 V FOR REC. UNUSED 4.95 
5x032 " J2 Vu ‘ 
G- “26, ARC ConrRoL. Box FOR ONE REC. used 2.00 

t TWO " w | 3 
BC-450 " " 4 THREE" Meow 
BC-45} " " "ONE TRANS. ™ 1.95 
BC-473 a ™ one REC. 00 
CONNECTOR PLUGS F/REC. oR TRANS. Luetig Bla 6) 


Noe SHAFTS MC-215 FoR CoMMAND EQUIPMENT 


| 
pas 


WATTS INTO 600 I9 7 7/68 
T/ABAU, 1/6V6, 3/6AL5, Oke, 6866/2, 3/6Ca. 9 / 
Power REQUIRED 95 To 260 voLT To 60 cYcLe 
19" RACK MOUNTENG,SIZE: ox 168x108, wr: 80 Bo 
Price: usep $275.00..Usep cHEcKeD F/oPER $ 


RCA RECEIVER MODEL AR-88 540 to 32,000 kc. IN 
6 BANDS, AM,MCW,CW RECEPTION. OUTPUT IMPEDANCE 


2.5 & 600 oHMs. "LARGE ee ee L FOR DIR- 
ECT READING AND BAND SPREA "M'' METER, 
RF GAIN, A.F GA ANT. AQG: 


IN, 
NOISE LIMITER HONE JACK 
ETC. WITH 2/6J5,2 6H6, viz 
6K6, a?) gore: / ols sey at / 


PoweR REQuU (ED 115 oR 350. se 66 CYCLE. 
GYTANDARD RACK PANEL MOUNTING I9x|}x194: 90 LAs 
PRICE: UsED $165.00 CHeckeD F/oPERATION © 175. - 


VHF TRANSMITTING AND 
RECEIVING EQUIPMENT 
AM 100 To 156 MC. 
GRYSTAL CONTROL ON 4 
PRESELECTED CHANNELS 
IN THE RANGE SPECIFIED. 
R-28/ARC-5 RECEIVER 
SHOWN ON THE LEFT 
RYSTALS ARE INSERTED 
1N THE FRONT OF THE SET 
BEHIND THE AXCESS DOOR, FREQ. DIAL AND cquetal 
ADJ. ARE ALSO ON THE FRONT. SELECTION OF ech 
NEL 1S DONE REMOTELY WITH THE USE OF THE C-d0- 
/ARC-5 CONTROL UNIT WHICH 1S AVILABLE SEPAR- 
ATELY. With TuBes 4/717,3/12SH7,2/12SL7 &I2A6 |= 
VOLTAGES REQUIRED 24/28 voc FOR RELAYS AND 1; 
SELECTOR MOTOR ETC. 250 voc & 60 MA. HIGH V.- 
DM-32 DYNAMOTOR CAN BE USED ON THE REAR OF 
THE SET FOR THE HIGH VOLTAGE. + 
FOR VARIABLE TUNING SEE SURPLUS CONVERSION — 
ANUAL VotuME I]1 PRICE $3. } 
Size: 14x74x42; Wr: 16 ces. Useo $18.95 


T-23/ARC-5 TRANSMITTER (SHOWN TO THE RIGHT BY 
THE OUTPUT OF THIS UNIT AS DESIGNED 1S APP ox Ri 
10 WATTS HIGHER OUTPUT CAN BE OBTAINED AS IT | 
HAS(2) Two 832 TuBEs aND Two 1625's, THE ea BR 
POWER FOR MODULATING 1S FURNISHED BY TH MD- Mg 
ARC-5 MoDULATOR WHICH IS AVAILABLE SEPARATELY.]| 
aa CHANNEL SELECTION 1S MADE BY USE OF THE | — 
CONTROL UNIT WHICH 1S AVAILABLE SEPARATLY] 
VOLTAGES REQ. 24/28 voc Sor RELAYS & SELECTOR | 
MOTOR ETC. APPROX 600 voc @ 175 MA F/HIGH V. 
$1z€: 154x84x5¢; wr: 15 tes. Re-new $24.95 
MD-7 MODULATOR; PUSH-PULL MODULATOR DESCRIBE 
ON PAGE 4 OF OUR REGULAR CATALOG RE-NEW $12.0 


Ge30/ARC-5 CONTROL UNIT pace 19 caTALoc $1.00 | 


Bee RECEIVER 

+ AJM. S1X BANDS 
200-500 KC & 1.5 

; ~18 MC. CRYSTAL 

| PHASING, ANTENNA 

F ALIGN,BEAT OSC., 

' & AUDIO GAIN CON 
’ “= TROLS, VERNIER & 

SPEED nine ave: MVC,PHONE AND C.W. PHONE & 

SPEAKER JACKS, LARGE ILLUM. DIAL. WITH TUBES 

Spon. 6SJ7,6SA7,6SR7 & 6K6. VOLTAGES REQUIRE 

220 voc @ 70 ma. & 24 v. 

S$#ZE: 18x!0x94; wr: LBS. PRICES LESS DYN. 

PRICES: USED CHECKED $89. 

DM-28 Dynamotor 28 voLT D.C USED 

115 V. 60 cye Power Supe. W/SPEAKER 3: as 

PT Isa SHOCK MOUNTING 

PL-103Q PLUG FOR REAR OF RECEIVER 


BC-1206 RECEIVER re 
4200 to 400 KC used FoR 
S chenace BEACON is 
VOLTAGE REQUIRED jit 

Haba REQUIRED 2/|4H7 
1/145 PART 01/280. 
(a Hee Ree Ke, THREE 
3) GANG VARIABLE 

MMFO LOCTAL SockETe 
THESE RECEIVERS ARE SOLO LESS TUBES AND "AS-|S 
BECAUSE WE HAVE FOUND SOMETIMES THE |.F COILS 
WAYBE OPEN AND THE COST OF MAKING THE REPAIR 
1S PROHIBITIVE. HENCE THE LOW LOW PRICE. 
PLEASE DO_NOT ASK US TO CHECK THE COJLS. 
S$1ze:4x4x6%:; wr: 6 tes. USED AS-IS $2.95 


R-65/APN-9 LORAN RECEIVER . 
INDICATOR AS USED IN AIRCRAF 
AND BOATS. PROVIDES ACCURATE 
MEANS OF DETERMINING POSITION 
OF FIXED SHORE TRANSMITTING 


ee TBOGL Re TB, ARC: RE RECEIVER 


EACH ADDITIONAL FT. 25¢ EXTRA. 148 To M8008 8008.2 ba ONRECTION STATIONS WHEN OTHER 
WITH TUBES MEANS ARE §NEFFECTIVE. CON- 
MOUNT ING~RACKS-FLEXIABLE SHAFTS R7,1/14F7 ano 1/12A6, voLTAGE| SISTS OF A RECEIVER OPERATING 


» 200 


No DIAL, DESIGNED FOR REMOTE 
TUNING, 
my S1Z£:64x5x1 12; wr: 10 Les. 


used $18.95 


IN THE MARINE BAND WITH Of 
CR TUBE INDICATOR FOR PRE- 
SENTATION OF THE RECEfVED 
SIGNALS. OPERATES FROM 24 VDC & 115 V. 400- 
800 cYcLe.W/TUBES,LENSE, CRYSTAL. * 
Stze:9¢x124x304; wT: 40 Les. Useo $69.50 


oe FT-234 ONE comMM. TRANS RACK! .50 


% FT-225 MopuLaTor RACK | .50 
@ MT-68 ONE TRANS. SHOCKMTG | .00 
ome F 1-227 Two |" | .50 
vege F T-228 ONE MOUNTING BC451ex! 200 


en. CONTROL, 30. 
UT, 18 TUBES | Ae FOL- 


iecee aha 
1 1/96 WE 1/1206 
1726025113 Fis 2 Plast 
TH UNITS. He ‘BE REMOVED FRO 
Y. OVERALL size’ T6bxi23x10-3/4" 
RICE: USED $29. 95 


ONLY, Less 
(TH TUBES 


HANNEL SHIFTERS. 
14.95 NO tTuses 


LESS CHANNEL SHIFTERS. 
$14.95 NO TuBEs $7.95 


Is ia Y,LESS CHANNEL SHIFTERS 
H TUBES $ 18. 95 No tubes $7.95 


“SELECTOR CONTROL BOX WITH. PUSH 
6028 useo $1.95 BC-602D new $2.95 


OR THE MICROPHONE & PHONE CIRCUITS 
\CKS CAN BE INSTALLED IN THE BC-602 


B-29 > eas Box new $2.95 
N-104 ANTENNA,METAL COVERED ‘wooo «NEW 1.95 
Premio oa “S VOLT USED ae 


TH eens 


PLUGS REQUIRED FOR THE EQUIPMENT 


522 RECEIVER-TRANSMITTER REQUIRES THE 
FOLLOWING PLUGS, PL-173 To ANTENNS, 
PL-169 to Dynamotor, po dey 
JUNCTION Box. 1250 EACH 


602 ConTRoL Box, 
PL-169 To JUNCTION Box. $1.50 


PE-98 oR PE-94 DYNAMOTOR REQUIRES FOLLOWING 
PLuGs, PL-172 To Battery, PL-I7 
CEIVER-TRANSMITTER. $1.50 Oe 


Sues junction: Box, REQUIRES THE FOLLOWING 
-PLuGS,PL-170 To pS aeab dae alain ARON : 
; L-163, To BC-602 Controt Box. $1.50 EA. 


OWwER SupPLy FoR SCR-522, oPERATES 
5/230 vo.ts 60 crcLe, SUPPLIES ALL THE 
RY ode FOR OPERATION. 

16xii2xl1; WT: 75 tes. Price useo $39.50 
hb PLUG FOR HOOK-UP TO Rec-TRANS 


EA. 


~ ALRORAFT Receiver USED FOR 
LOCATING RUNWAY ON LANDING 
_ FIELD DURING LANDING OPERATION 
» SIGNALS RECEIVED BY RECEIVER 
FROM TRANSMITTER LOCATED ON 
: RUNWAY ARE APPLIED TO CROSS- 
POINT. INDIC TORS IN THE AIRCRAFT AND SHOW IF 
PLANE 1S OFF TO RIGHT OR LEFT OF RUNWAY, 
OPERATES ON SIX CRYSTAL CONTROL PR . 
Desh via oe : Bes: |/12AH7 eee 
phesg7 & 12A6. VocTace REQUIRED; 
DC 80 Wa WITH SCHEMATIC. 
hee WT:17 ces. 
ss PRicE: used $5.95 


2S bel OIG ‘Cross. POINT INDICATOR,USED $1.95 
ai -PL-257 PLuc To FIT 1-101C 1.50 


: eet 
BC-732 ContRoL Box _useo $} 95 NEW $2 95 
Cape with PL-254 to Fit BC-733 REC. aND PL- 
2 256 PLUG TO Fit BC-732 Controt Box.3 FT. 
ge Price: $4.95 
a ApR pes $4.95 PLucs oNnLy 
Ree ee ae Sora ‘USED $4.95 new $6.95 


DM NEw 7,95 
AS-27 Rams HORN. Aareasi $5 
PL-284 Twin coax PLUG F/8C-733-AS-27 1280 


Size! 


F ONE BAND, 85 KC IF FREQ. 
“WITH TUB or 2/1447, 1/1487, 
ie 1/14F Fe 1/1246 

SERIES TUBES ARE LOCTAL 
(LAMENTS ARE WIREO FOR [2 
pale OR 24-28 voLTS, HIGH 

VOLTAGE REQ. 250 voc 60MA. 

J No ota, DESIGNED FOR REMOT 

' USE BUT ITEMS LISTED BELOW 
LOCAL TUNING. 

0 ~ -usep $7.95 — 
LOCAL USE WITH 


E: 3. 00 at ee 00 
i USE os : 


To JB- 39 ee 


REQUIRES FOLLOWING PLUGS, e 


JMA& 105-125 vOC/50 MA. 


1BC-746 PLuc IN 


-R-77/ARC-3 VHF AIRCRAFT TyPE 
AM RECEIVER,S CHANNEL CRYSTAL 
CONTROL ELECTRIC BAND CHANGE 
WiTH TuBes 900! ,9002, 12A6, 1 2Hé 
; WITH meer 9001 9002 1206 12H6, 
|2SH7, L7,2/ 12SN7 oie ast 
6/6AK5. VOLTAGE REQ ies 24 VOC We 
125 MA. Stze:!1x7xI5. WT: 2ites.w ane 
PRICE: R-77/ARC-3 useD $24.50 
R-5009/ARC-502 24 CHANNEL USED $24.95 
PL-153 PLUG FOR FRONT OF SET $ 2.50 


T-67/ARC-3 VHF AIRCRAFT TYPE 
TRANSMITTER AM, 8 CHANNEL 
oarer at CONTROL ELECTRIC 

ND CHANGE min Tuses 2/832 
3 6L6, Wa 3/6V6 & I/12SH7. eee y 
aT TAGE ag Uireo 24 V 

VDC 325 MA. Size: 152x7#x122. WT: 21 ces. 

ais RE-NEW WITH TuBes ....$29.50 


JB-68 JUNCTION BOX Fer ARC-3 Rapie SET USED 
Te MOUNT DYNAMOTORS DY-22 For REC & DY-2! 
FOR TRANS. ALSO HAS BONNECTOR PLUGS TO HOOK 
YP REC, TRANS Selo Box & cat RELAYS. 
Size: (0$x34x83. WT; 7 ces. 

PRicE USEDecee 


CONNECTOR PLuG FOR EACH ew "52.50 EACH 
C-118/ARC-3 CONTROL BOX FoR RECEIVER AND ~ 
TRANSMITTER. HAS EIGHT PUSH BUTTONS FOR CRA- 
NNEL SELECTION ANDO ONE FOR OFF. 
81ZE: 6x3x7 WT:2 ces. Price: $4.95 
Connector Pius U-16/U 2.50 
JE-36 TEST SET For SCR-522 
REPRODUCES THE OPERATING 
FUNCTIONS OF THE CONTROL BOX 
“a & JACK BOXES OF THE RADIO BY 
Sa ~~ PROVIDING HEADPHONE & MICRO- 
PHONE, CHANNEL SELECTION PLUS ALL OTHER CONT- 
ROLS NECESSARY TO OPERATION AND TESTING. 
Controt UNIT BC-1303 PLUGS DIRECTLY INTO THE 
SCR-522 ALSO HAS PHANTOM ANTENNA & CORD, LAMP 
EXTRACTOR, ADAPTER PHONE CORD, INSTRUCTION 
BOOK AND CARRING CASE,/0x!l0x4; WT:8 Les. 
Price: NEW $6.95 
SCR-522 CABLES WITH PLUG ON ONE END AND LUG 
TERMI 2.95 
LONG. 
” 36" w 
66" wt 


BC-745 AM TRANSMI TTER-RECE IVER 
MC PHONE, WITH A RANGE OF FIVE 8 
MILES UNDER FAVORABLE CON Hevecré Py 
CRYSTAL CONTROL ON TW 
FREQ. BY USE OF P 2 
Shh Mie SED, Ac SIZE 4S 
6x ED ON A 32" 3 
\ '/ NOT 1M USE.COMPLETE =~ 
re upes,!/1S5,3/1T4 & 5/354 & 
REQUIRED |.5 VDC/5-/A,67.5 voG 20 
WT: LB 
PRICE: 
OILS & CRYSTAL ASSEMBLIES 
CHANNEL #1 S010 Ke CHANNEL#I2 5030 Ke 
ONE OF THE ABOVE SUPPLIED WITH PURCH- 
ASE OF SET, ADDITIONAL UNITS $1.00 EA. 
CELL BATTERIES, ALSO HAS MICROPHONE, 
PHONE JACK AND NECESSARY CABLE FOR 
Price: useo $1.95 unuseo $3.95 
VIBRATOR PowER SUPPLY; OPERATES FROM 
TALLED INSIDE THE CASE THAT SUPPLIES 
ALL THE NECESSARY VOLTAGES FOR OPERA- 
SPEAKER, CARRING HANDLE AND CABLE FOR 
CONNECTING TO SET.SIZE:11$x53x8s Wr 1% 


" "wT 
COVERING THE FREQ. RANGE OF 2-6 
evecréo [= 
<). ae TELESCOPING 
ONE PLUG IN FREQ. ASSY. VOLTAG 
UsED $6.95 
CHANNEL #5 5500 Ke CHANNEL#I3 5305 Ke 
CHEST UNIT THAT WAS USED TO CARRY DRY 
coMNee ine To Raoio SET. 
VOLT WET BATTERY BB- 754 WHICH 18 INS- 
TION OF THE Radio SET ALSO HAS 4" PM 
Price: usep $4.95 unuseo $6.95 


AMPLIFIER 


AN-203B/ARA-19 AMPLIFIER; PART oF 
REMOTE TUNING SYSTEM AS USED WITH 
ARN-6 Radio CoMPASS WHICH PROVIDES 
A ACCURATE MEANS OF TUNING SET ELE 
CTRICLY. OPERATES FROM 24 vDC. 
WirH 2/26A7 nueee ano |/12SN7 TUBE, 
Size: 5x6x44; BS. 

PRICE: peonen 8.95 


gy USED FOR AIRCRAFT DIREC 
al TION FINDING BUT CAN 
ALSO BE USED ON BOATS. 
THE RECEIVER IS A SUPER- 
HETERODYNE WITH ADDITIONAL CIRCUITS FOR OPER- 
ATION OF THE AURAL RECEPTION AS SHOWN ON THE 
INDICATORS. COVERS THE FREQUENCY RANGE oF 100 
To 1750 KC IN FoUR BANDS CONTINUOUS TUNING 
FROM CONTROL BOX WHICH #8 A SEPARATE phe 
UNIT OPERATES FROM 115. vott 400 crc & 2 
AND 1S COMPLETE WITH Tuses 4/6K7,1/6L7 WAG 
2/688, 2/6 1/ON7, 1/524, 1/6907 & 2/205]. 
Stze:—12x8x19;WT 45 LBS. 
=5/ARN-7 REcEIVER ONLY, USED $18.95 


ITEMS LISTED BELOW ARE REQUIRED FOR ADF OPER. 


C-4/ARN-7 ContRoL Box use $3.95 new $5.95 
1-8: AlNDICATOR SN USED $3.95 Renew 4,95 
|-82A 5tt USED 7.95 

LP-2] aM Loop ANTENNA i ‘ 

FT-224 Mounting F/C-4CB " 1|.50 
MG-149F |NVERTER 24.95 
MG-203 SHAFT COUPLING “7 
MC-136 SHarr " RT/ ANGLE 
BK-22 ReLtay JuncTION Box " 2,95 
MC-{24 FLExieLe SHAFT 2 FT. 1.50 
CD-365 Cas_e For Loop 5 FT. 

PL-|22 CONNECTOR PLUG FOR RECEIVER 
PL-112 xt Loop 

PL-118 i y " 1-8] or |-82 


REMOTE READING MAGNESYN COMPASS SYSTEM 
AWRCRAFT TYPE. CONSISTS OF A MAGNESYN COM= 
PASS THAT TRANSMITS TO A 3" INDICATOR THAT 
1S CALIBRATED §N DEGREES-~- N-S-E-W aNo Is 
OPERATED BY THE 12 VoLT D.C. INVERTER THAT 
1S SUPPLIED WITH THE SET. SHPG. WT: 15 LBS. 
PRICE WITH TRANSMITTER, INDICATOR, INVERTER 
AND MANUAL eee 89 

REMOTE READING MAGNESYN ComPASS SYSTEM WITH 
TRANSISTORIZED PoweR SUPPLY......$49. 


MN-40 INDICATOR 
m 0-360 DEGREE 
® SCALE 5" wiTH 
VAR. ADJUSTMENT. 
same as |-82 
INDICATOR ONLY 
OPERATES MECHAN! 
Hi LY INSTEAD ELECT 
BY USE OF SPLINED CONNECTORS 
AS USED ON MC-124 SnaFT. 


MN-28C 
MN-28L 
uSED $3.95 EA. 
CONNECTOR Pl.uGs 
RECEIVER 
ONTROL Bx 2.50 
BOT NRL EG SHAFT 


641 $2.8 $300 


iN 287 Boxe 


RA LOLA/ARN=6 RADIO 
COMPASS WITH A FREQUEN 
RANGE OF 100-1750 Ke 1 
FOUR BANDS. COMPLETE 
ak ae 6/\2SK7; 4 
S75 If \2svis 1/2 


50. OPER- 
ee 26. ee Wr. 35t 
SIZE: 


| |4x74x1 52 
PRICE: 39.50 tN 


$-313/ARN-6 LOOP ANTENNA wtTH 
OTOR AND AUTOSYN TRANSMITTER. 
USED WITH ARN-G RADIO COMPASS. 
JPERATES FROM 26 voLTs 4C0 crc. 
: 1Oxl{x5 Wr. = LBS. 


PRICE: (AS ILLUSTRATED) USED 37°80 95 
WANUAL FOR RA tive Slane ae 


1D-9t B/ARN-6 INDICATOR O-360 bec. 
3a" pia. [NDICATOR FOR 
ARN-6 Rapio Compass SYSTEM 


C-149 A/ARN-6 CONTROL BOX 

Box CONTAINS THE FOLLOWING 

@ONTROLS. OFF-COMP.-ANT.—LOOP, 
FUNCTION SWITCH, TUNING METER, LOOP 
L-R SWITCH, LIGHT CONTROL, DEAL 

BAND SWITCH, CONTROL SWITCH, TUNING™ 
CRANK, AUDIO CONTROL, CW- VOICE sWITCH. 


Soateneng — Microphones ok Handset 


Secs wa 10% 


H-113/U 7-32? HS- 
HEADSET : 


SOFT PLASTIC 


MICROPHONE : 
EAR CUSHIONS 40 


WITH HANDSET OB eats 


18" corD w IMPEDANCE : AID TYP 
PL-54 pLue Siecueceiel 300-4500cve: LIGHT ~ 
C) : ae 
THAT FULTS fa Wines saien WITH STAND 3 WEIGHT | 
K-26 JACK 2 & PUSH TO: HEADBAND 
cb 307 HANDSET 1S RE= TALK. SW Of <coRpe 
HS-33 HEADSET HS-23 HEAD- SEE - MOVED & MADE Also 2 . 2 


B- b 
NEWLY MANUF. HEADBAND ONLY SET NEWLY EXTENSION CORD ELSE- OTHER CONTACTS ARE MADE 


WITH PL-68 PLUG : LuGs 


o& FT. 4 r MANUF, W/4 WHERE ON THIS PAGE | BREAK 3 MAKE . 
CORD WITH PL 55 CORD Ao PL =58 pie! fy WT: SLBS. USED-EX$s.95 _ ne Bare ae cbehae lotaa et a 
TYPE, PLUG. AIR TYPE PLUG. AtR > | PLSD TYPES R es eae tenner ean “ ie 
H-62 HEADSET SAME aS) | >_ = (see CD-604 & 605 4000 onm im 
Bote eat oe Serre as ence so he 2000 | H-!13/U ontyY IN BLACK T-24-S MICRO ELSEWHERE ON PAGE) oy 


AND HAS PROVISIONS FOR BRASS CARBON 


OHM {MPED, WITH 
MX-41/AR MEDIUM RUB- MX-41/AR MEDIUM MX-41/AR MEDIUM SNAPING ON LIP MICROP- Mic. w/50 oH 
BER uae vee .00 | SIZE RUBBER SIZE fenie HONE CW-SIO71 LISTED. |e. cement, 


RS-38 M| CROPHONE 
100 OHM CARBON 


CUSHIONS $1.25 BELOW. USED-EX. $3.95 § PRESS TO TALK 
MC-162 SMALL RUBBER. IWC. 162 Bi LaMar ee oe Medan Berton Soe psi ren owe 
‘ : _ = ) 5 FT. corp wit 
CUSHIONS RUBBER CUSHIONS | SIZE RUBBER $00 ie nia W P68 PL-66.pLuger am rc 
200 CUSHIONS $5.9 3 aes a feakey et Pha owek ae ee es 088 
\ TO EADSET SBT 3 
ac otaillc, cord w/ PL-29| pLuc Price: Unuseo§s.o5 | WHY 12'~S6" 97,99 21-69 


INTO EXTENSION CORD |----------------------- SPACE HELMET HEADSET, 600 oHM 


50 OHMS IMP, 


TELEPHONE TRANSM- CD-318 LISTED ON THIS MI/A CARBON [00 OHM MIC. PADDED FRAME.U. $3.95 
Tyee eeueent |TTER CHEST SET ; PAGE oR CW-49561 EXTEN NIZA GAS —s 
» 150 OHM IMPEDANCE SION CORD LISTED BELOW 5 OHM IMpe- | /S-9 HANOSET NO PLUGS WITH 
QUALITY RE- TRIANGULAR SHAPED used $1.00 DANCE, FITS | BUTTERFLY SWITCH & ‘ 
PRODUCTION, BREASTPLATE, HORN yf PUSH TO TALK SWITCH & LUGS 


wee ae we a a we ww a ow a ee ee eee 


OVER MOUTH 
aes TYPE# CW-49561 EXTENSION CORD] To ELIMINATE NOISE,HELD 
a past) caked FOR LIP Mic. CW-49561, |IN PLACE BY STRAPS,FREQ 
#9GA By eSO" NS [T~45,1-30, MI/A oR ANY [RESPONSE 400-3200 CPs.” 
I. OTHER CORD WITH MATING 153 1NCH CORD WITH PL- 
pLuc PL-48/29|. Has PL-|291 pLue to FIT CD-3]8 
68 Mic. PLUG AND Js DFTborR CW-4956[ EXTENSION 
WITH MOMENTARY SWITCH. | CORDS DESCRIBED ON THIS 
UNUSED $1.50 PAGE. | new $2.50 


CHAMOIS CUS 
HTONS AND 

"Y™ CORD WITH PHONE PLUG. 
ee unused $4.95 


Useo $3.95 

TS-I1 HanoseT; 4 GoND-CORD, 
', CARBON Mic OHM 
PHONE 3500 OHM “WP -106 | 
Plug. NEW 4,95 


DICTIPHONE HEAD 
SET, LIGHT BAND 
W/PLASTIC EAR { 


C-113/TRC-1 CONTROL UNIT 
FOR INTERCOMMUNICATION AND ~ 
TRANSMITTER CONTROL. POWER 
REQuIRED ts 115 votTt 60 cyc 
HAS MICROPHONE AND HEADSET 
JACKS, ON/OFF SW. INTERCOM. 
RABIO SW. BINDING POSTS FOR 
CONNECTING TELEPHONE WIRE, 
5 WIRE CABLE FOR FASTENING 
TO TRANS,MIC CORD WITH nae -68 pLuc, AC Abbe 
CORD, PILOT LIGHT ETC. HOUSED 1N WOOD CARRING 
T-30 MICROPHONE | case: Two oR MORE UNITS.CAN BE HOOKED TOGETH- 


DETACHABLE — 


TUBES THAT * corp 4! - 


COMES To Y 
& syte oa fs 
cup 4" DIAZ j : ty ements 
USE AS WAY Cr, only 
OUT SOUND 
|REPRODUCER 


T-45 MICROPHONE 


TS-13 HANDSET 
CARBON MIC. 
50 OHM, PHONE 
ELEMENT 3500 
MY RS CORD PL-68 


a dozen 


CARBON Ee, outae ARBON rie OHM} ER FOR INTERCOM USE. TS-13 HANDSET CAN BE Use | & PL-55, BuTTER 
OB BELOW | MILL- Oop BELOW | MILL-| with THIS SYSTEM. “CABLES CAN RF STORED IN CoM | USED 9 
VOLT, FLAT RESPONS 1VOLT, FLAT egbets PARTMENT TO LEFT FLY SWITCH. 
WITH PL-29] 2 coNT iTH PL-29} 2 cont Size: 14x9#x12; wr: 25 LB Price: usep $6.95 USED $4.95 


MALE PLUG, |]"coRD 
USED 754 


ALE PLUG, |I"corD 


CD-307 CORD exten-| PRICE: useo 3/$} 
SION FOR CORDS WITd _____' UNUSED $1.00 
PL-54 PLuG AS USED 
» JON HEADSETS, 65"LG 

MR [WITH JK-26 Jack & PL-55 
PL-55 PLus. RECEPTACLE WITH 
used $1.00 


T-24/M CARBON MICROPHONE. 
WITH PUSH TO TALK oo 
BUTTON AND 
MODIFIED WITH 
4 FT. CoILeo OF 
coro & PL-68 1 
PLUG. WT: # LB. PRICE: NEW $4.95 


PL-55 pLuc on Enp | R719 PHONE ELE- 
3 FT. corD#R| 6- MENT 6000 oHM 


w/RUBBER CUSH- 
94820 WEN 81-00 | Tam e/a eno 


7%, M | CROPHONE BAND MTG. 
_ BUTTON ‘ 


ANADIAN PHONE 
LEMENT {00 om 
[3 ora. ie 
Palj ade 

#C-3 10A 36988 


CD-318 ExTENSION 
CoRD WITH PL-29] 
2 CONTACT FEMALE 
PLua To FIT T-45 & 
T-30 mics. SW-14! 

switch & PL-68 mic 

PLUG ON 7 hoe 


CD-604 CORD WITH 

IMPEDANCE MATCHING| “Stee 
raaeoa toe 5000Hm nce F-| ey HERTS 
a vsto $1.00 _|4830 Heapser,. 6” fFK-93-0654 $1.00 


CANADIAN 
LIGHTWEIH 
HANDSET 

NO CORD 
PHONE 300 0 


PL -68 N corD & PL-54 Plug. | ~~~ ~~" fa | 5D ony 
30" epaaerae NEW 50¢ usep 25¢] y_-| PHONE ELEMENT | | TE No! [CANADIAN ai ics 
on ele F/TS-13,H-23 ET MK- || |PHONE W/ SWITCH 


pe TRA EG ETO TAA Fo CD-605 CORD same EVEREADY. PRICED WITH 


HEADBAND HANDSET, TYPE4| _ YA-7225 “3 he FOR ABOV 


JK-33 Jack To FIT jAS CD-604 oncy 30" 3 i »MAGNETIC -E8s Paerics AN PHONE 
PL-68 Mic. piuc. |LG. WITH PL-55 Pre| amy jon yo asta gel] $3.95 |300 ohm gf 104/12 “#4200 News $2.38 
USED 5 FoR $| -00 USED $1.00 =f  tenents | $1.0 00 6 oz. 5 57L # 
tat Soenee  a NG p pee eee WITH OHM ELE- SOUND e 
PL 05 PHONE PLUG | vents & corp $2.95 MES BOWERED : LE flat 
30" coro 75¢ ‘ ABHEAD & : 6 as B iw/ 
COILED Tela RANE RRS _ WCHESTSET: B 
cord SET Ito rir PL-55 PLUG mB  i#§$ {ruoser : 14" coro ae S BATT. HO 
7 USED _5 FOR $1.00 - recepaone CORD : WITH eran a 
AVY: PLUGS. 1ZE 3 cBXaXG; 
COILED CORD SETS MC- 385 HANDSET ano TYPE:( ADD ANY  #A-320 ua 


CORD 
THREE CONDUCTOR 
Wace coupucron | HIGH to LOW USED:.$2.50. 


12" To 36" S50¢ 


OUR CONDUCTOR 


' UN- 3LENGTH "ah : ves 
USED: ; Pate caile \glieiiele didi prsiteye) eowiere ec eeam 
F MI-: ) Wil 


PUSH BUTTON & CALL > 
SIGNAL LIGHT Same 
SIZE AS TELEPHONE 


ibe To 36'$} 00 HANDSET HOLDER For DIAL. 4 
ro ead» a HORIZONTAL MAKE OWN 
T gach $68 8a. ; NTERCOM,. 


ONE CONDUCTOR 
#18 6 FT.-{8 Fr. 


|p 
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-EE-8 FIELD TELEPHONE, PoRTABLE 
ND RINGING TYPE. CAN BE USED 
WITH ANY MAGNETO TYPE SYSTEM SWIT- 
-cHBoARD as BD-71,72,89,91,96 ETc. 
Se tnur FROM 2 FLASHLIGHT BATTERY 
U MILES, TWO OR MORE PHONES 
CAN BE OPERATED ON TWO WIRE LINE. 
WITH CARRING CASE, STRAP & HANDSET. 


a Size: 8x10x34; wr: 18 Les. 
Wr USED CHECKED LESS BATT, 914-95 


Me OUT APPROX. 


SOUNDPOWERED TELEPHONE SET WITH 
AUDIBLE AND VISUAL CALL SYSTEM. 
PALM OPERATED GENERATOR PUTS 
100 v. THAT SOUNDS 
BUZZER IN OTHER PHONE 
ACTUATES VISUAL 
, Gee COILED CORD WITH PUSH: TYPE 
BINDING POSTS FOR INTERCONNECTING WIRES TO BE 
FASTENED TO. CCMES WITH FIBER CARRING CASE, 
ee eee wT: act 2LB8.useD $29.50 Pair 2 


TA-43/PT TELEPHONE SET IS A RUGGED, 


AND 


INDICATOR. 


S1ZE:133x44x6%; 12 Les. PRICE: 


AUTOMATIC ELECTRIC 
SWITCH ASSEMBLY , comB- 
[NED HOWLER AND BREAK- 
DOWN UNIT, 48 voc, 4 

DECK\26 CONTACT STEPP- _ 


» AUTOMATIC ELECTRIC 

RELAY ASSEMBLY; 12 
SA/E TYPE RT-379- 
Al ReLaYs, 48voc 
Pi 7 .| AMP OPERATING 

on raSRAGR SEN 1D CONTACT ARRANG. 

#0-857697 AUTOMATIC LINE FINDER, RACK MOUNTING 

w/CoveR N$12.95 


m™ BD-7| SWITCHBOARD, PORTABLE 
mO& LINE HAND RINGING MAGNEF 
TO TYPE USING FLASHLIGHT 
BATTERIES FOR OPERATION. 
mM REPEATING COILS ON TWO ~ 
FLINES FOR SIMPLEXING, DROP 
F SIGNAL AND NIGHT CALL BELL 
CAN BE USED WITH ANY MAG- 
NETO TYPE TELEPHONES SUCH 
As EE-8, RM-29,BD-72,89 
91,96 ETC. |DEAL FOR FACI 


oRY, CAMP, FARM, MoTeL..| | 3 MULTIPEX | : 


WITH CHESTSET MICROPHONE ; 
& HEADSET. LESS BATTERIE PHILCO CST-2 SIGNALING 
Mm S1ze:18x12exl4; WT; 75 - aNd TERMINATION UNIT. 
useD $9.95 Re-New FoR USE IN MULTIPLEX SYSTEMS FOR TRANSMISSION 
$14.95 OF DIAL OR RINGDOWN SIGNALING AND TERMINATES 
S A FOUR WIRE CIRCUIT OF THE MULTIPLEX INTO A 
1S AN ELECT- TWO WIRE TELEPHONE CIRCUIT. A 3.5 KC TONE IS 
AUDIO TONE GENERATOR WITH A USED FOR SIGNALING. Atso ae CONTROLS FOR PRO 
10 WATTS OF POWER OUTPUT AT PER ATTENUATION OF VOICE LEVEL. OPERATES FROM 
MA FREQ. oF 800 cYcL ER SE- 115 V. 60 cyc. AND 1S COMPLETE wiTH 2/12AU7 
Say COND.THIS POWE AWEQUATE TUBES, RELAYS. Rack MTG. 19x4#x12; wt; 25 Les. 
[SE FOR SUPPLING HEAD Price: ususeD $9.95 
EYED BY THE 


A : SETS ‘) N 

“INSTRUCTOR OR STUQgmg FEED INTO A SPEAK- 
| ER OR RECORDER QUMER] Rom 115 vot 60 
CYCLE, COMPLET Tupes 1/6SN7,1/SU4 & 2/ 
6VEGT ouTPUT 4, 12 & 16 OHMS. 


ING SWITCH AND 5 RELAYSS. &. <a 
D859932A RACK MOUNTING 
3ex42x62; 13 Leas. PRICE: ees NEW $10. 95 


LIGHTWEIGHT, WATERPROOF FIELD TELEPH. 
THAT CAN BE USED OUTDOORS ON A DESK 
OR WALL MOUNTED. HANDCRANK GENERATOR 
FOR RINGING BUZZER. REQUIRES 2/I% V 
BATT. FOR LOCAL USE NONE REQ. W/CB. 
UNIT COMES IN A CANVAS CASE & SHOULD- 
my ER STRAP WITH ZIPPER. 

Size: 12x7x4; wr:lo tas. unused $39.50 


Wm RA-87 RECTIFIER; FoR use 

Mm WITH TELETYPE EQUIPMENT. 

Converts 95 To |25 voLT oR 
190 to 250 votts 50-60 crc 
to 115 voc 400 ma ano [15 
vac 4.35 A. WHEN USED WITH 
190 to 250 vac INPUT. Re-new $12.95 
Size: axl axe 45 tes. USED $8.95 


TELETYPE PAPER 8% uCHES WIDE 42 INCH DIAMETE 
THREE SHEETS OF PAPER 2 SHEETS CARBON, 4 LBS. 
PRICES: EACH ROLL DO¢; [2 Rotts $5.00 


TELETYPE 
TRANSMITTER-DISTRIBUTOR 
SINGLE CHANNEL MOTOR ee 
DRIVEN DEVICE WHICH 
CONSISTS OF A TAPE SEN ¢7y 
SING, TAPE FEEDING AND 
A TRANSMITTING MECHAN- 
AND DISTRIBUTOR MOTOR 
WHICH ENCLOSED IN A 
METAL COVER. Motor ts 110 vottT 60 crcLe, | PH 
SYNCHRONOUS INDUCTION MoTOR, |/40 H.P. b.2 a. 
SHUNT TYPE MODEL #5SH254B 1 1B OR EQUAL. 
$12£:15$x82x9; wr: 35 wae cele useD BY WU 
$14.95 FOR $25.00 


a GENERAL ELECTRIC MOD- 
4 ULATOR NO.4UXI0CI. 
3 TELEPHONE-TELEGRAPH 


4 


‘ TYPE UNIT FOR RACK 
‘ AE ve) A, MOUNTING , DUAL CHAN- 
| Satins” NEL OPERATION USING 
|2ATT, |2AV7 AND |2AT7 EA. CHAN. FEEDING 
|2Av7, SEVEN TUBES IN ALL. TWo TRANS, 600 
OHM CT. PRI. 250K OHM SEC. SIZE 14x14x2, TWo 
RELAYS DPDT AUTOMATI C#7772962-33, Four SO- 
239 COAXIAL CONNECTORS FOR TIMER AND VjDEO. 
SEVEN VARIABLE CONTROLS AND 6 TEST JACKS. 
S1ZE:193x7x7; wr: 15 Les. Unuseo $7.95 


“WD-1/TT INFANTRY FIELD WIRE; 2 
COND. TWISTED PAIR 4 TINNED cop 

| PER,3 GALV. STEEL, NYLON JACKET | 
| WEATHER MOISTURE & FUNGUS RESIS 
Approx. 1200 FT. oN ass SPOOL 
| $15. 00; APPROX | MILE ON METAL SPOOL 4 LENGTr 
OF APPROX 1250 Fr. -00; COND. USED GooD 
iz WO-7 ( COPPER WELD FIELD TELEPHONE WIRE; 2 

| COND. TWISTED PAIR EACH COND. 7 STRAND 
COPPER WELD. NEw Manuracture. $.03 PER FT. 
O00 FT. oR morE $.025 PER FOOT. 


SUB-CYCLE STATIC FREQUENCY . 
CONVERTER; ae ee 5-|1Q vorTs 


7.5 WATTS, hae 
INPUT ue oe 


cYcLe. Us Te 
PHONE 


SIZE 35 
MoveLaml- Ve... "$14.95 
OuTPuT PLUG.......$1.00 


RM-21 CONTROL 
BOX WITH HAND 
SET HOLDER, 3 
PUSH SWITCHES 
VOLUME CONT- 
ROL & PLUG. 
HANGERS FOR 
MOUNTING. 
Size: lOax7x2e 
8 £Bs IN WOOD 
CARRING@ CHESTS 
$3.95 


~- RC-298 TANK INTERPHONE EXT 
ENSION KIT; CONTAINS HEAVY 
- GAUGE WATERPROOF STEEL BOX 
_. W/H-22 HANDSET & COTLED 
' CORD, SIGNAL LIGHT, EXTEN. 
_ TERMINAL POSTS, WATERPROOF 
a BULKHEAD CONN. 30 FT. 7 
COND RUBBER COVERED CABLE,/4 FT. CONDUIT FLEX 
BC-136! CONTROL BOX WITH SIG. LAMP, 2 WATER 
PROOF SW. AND 2 CONN. BOX OF HARDWARE WITH 
125 pcs. OF BOLTS NUTS, WASHERS, CLAMPS ETC. 
ALSO ROLL OF RUBBER TAPE, SWITCH, LENS, LAMP 
MANUAL ETC. SHIPPING WEIGHT 78 LBs. 


Price: new $14.95 : omc AMPLIFIER 


RM-52 REMOTE CONTROL UNIT (MACY'S PHO TCH) sara fiers gs ibe ek kai gad 
USED FOR RE-CONTROL OF RADIO SET, eM oor IN/ALTo8 coun? PART 
OPERATES FROM 4 FLASHLIGHT BATTERIES.| 4 nee aes cca COUNTERMEAS- 
HAS MULTI-TAP TRANSFORMER,MIC,PHONE [ + LONSTSTS OF 


¢ CK927 FULL WAVE RECTIFIE | 
HIGH/LOW IMPEDANCE & JACKS 
. CK843. SILCON RECT.,TWO 


Oe 


A-202 CODE PRACTICE TELEGRAPH 
KEY WITH BUZZER ano CORD. 

4 ADJUSTABLE KEY WITH ADJUSTABLE 
P-) BUZZER THAT WILL OPERATE FROM 
®  9-|2 VOLT D.C MOUNTED ON BLACK 
jh BAKELITE BOARD WITH ENOUGH ROOM 
TO REST FIST, RUBBER FEET ON 


Kev 'sice 4axlnl2 inst iret ae BASIC UNIT FOR wakiNa Mact'S Patcu. | (K546 SILCON fa poeaiak pth 
OU riees new gab) EMEP Sane ac Pie Feameselieysibene tae earn ecu 
Price: new $ thas PRICE: USED $| ae NEW $2.95 i rots. AND soar RELAY ALL MOUNTED ON CHASSIS 
Ohh ied er a Ss AARNE age MO 7#x3x32; Wr: Stes. Part#2527-501-G] 


RM-53 REMOTE CONTROL UNI} : PRICE: NEW $1.95 


BASICLY THE SAME aS RM-52 
ONLY {T HAS A 3 POSIT- AC TO DC POWER SUPPLY; 115 
FON SWITCH AND CORDS votT 50-60 CYCLE INPUT, 
% wiTH PL-55 ano PL-68 output 115 To 230 voc IN 
PLUGS VARIOUS STEPS AS CAN BE 


yf SIZE: *hxdbx4d: 6 Las 
[SED w/PLUGS & CORDS re 95 


.RM-39 REMOTE CONTROL 
UNIT; USED FOR RE- 
MOTE OPERATION OF 
TRANSMITTING & REC- 
EIVING EQUIPMENT OR 
OVER TELEPHONE LINES 
WHEN TWO OR MORE ARE 
i CONNECTED TO-GET- 


ARY IN SIX STEPS 


“TELEPHONES OR SIM 


P HER BY WIRE OR a a nae rar" 298 KS-5825-L0| Stee, MEER gta Bhat mes 
with EE-8 FIeLo waeeee » 1D-256A/APW NDTCATER ; PRICE: USED <a 


9.95 

ee {LAR EQUIPMENT. i 

HAS A HAND CRANK GENERATOR THAT 1S USED TO 

| SIGNAL ANOTHER STATION BY RINGING THE BELL 

| THAT 1S UN THE UNIT. REQUIRES 44 voc & 15 voc 
DRY CELL BATTERIES FOR OPERATION. ALSO HAS 


TG6-34A KEYER: 


CODE PRAGTICE SET USED To 
REPRODUCE SIGNALS PREVIOU 
LY RECORDED ON INKED PAPER 


LIGHT ASSEMBLY 
cronTe ag io ATOR 
ONION! ~ #313 
BAY, iB AND 9 FT. 


15 conpucTor CABLE. a 
3 CORDS WITH 1/PL-68, 2/PL-55 PLUGS FOR USE SIZE: 73 asl 2 “gor PRICE: $2. TAPES. VARIABLE SPEED MoT- 4 


SA-365 UPM SWITCH ASSEMBLY OR, KEYING OSCILLATOR Wi TH eee : : s 

ConTAINS |4 PUSH BUTTON MICRG cpeaxeR AND PHONE JACK. OPERATES FROM || 

SWITCHES 0.P.0.T #2PB2! 50/60 crc. HOUSED IN PORTABLE CARRING CASE. 

WIRED ee A 7 COND. ‘ SHIELD | Size 15x10xl0; Wr: 40 ces. 

: CABLE FT. LONG. USED WITH 

ee TH CORRO TALL CATORD Traut: ASS, Price: Re- New, CHECKED $24, 95 

: FOR SPECIAL TEST PURPOSES. 
_ : fis Size: 6x5x2; wr: 5 1B 

PRICES: WITH CABLE 6. ss LESS CABLE. «4.95 


WITH THE RADIO EQUIP. JACKS FOR HEADSET,MIC 
AND KEY,SELECTOR SWITCH, ANTI-HOWL SYNTH; 
LINE TERMINALS ETC. 

S$1ze&:5x6ex9t; wr: 15 ces. 

Price: useD $5.95 RE-New $7. 95 

TS-13 HANDSET THAT CAN BE USED WITH TH1IS$4.95 
HANDSET HOLDER FoR HORIZONTAL USE THAT 

CAN BE MOUNTED ON THE CASE OF RM-39 S0¢ 
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VIBRATOR 


DYNAMOTORS 
TYPE INPUT INPUT OUTPUT OUTPUT SIZE WEIGHT EQUIPMENT PRICES 


VOLTS. AMPS. VOLTS AMPS. USED WITH USED  RE-NEW 
DM-2 14 Bac ae .090 5x3" ss 4.95 $7.95 - 
Deel Mtg P:B5 833870 BEBxen Be e318 Mon * 
OM-25 12 2.2 - 250 1050 © 3x3x4#" 3 BC-367 2.95 4.95 
OM-45 - 24 Lakiee 250 1050 -3x3x4e 3 BC-667 2.95. 4,95 
DM-34 14 2.85 220 1080  3x4dx6 5 BC-603-683 2.95 4.95 
mee LR OR PR em ee 
- H . XOX BC- : 
DM-4| 28 ease .138 -7x54x3e 7 3 ~ $6.95 EICOR INVERTER X3516-1 
pM-42 ‘12 39 515 2215 axSt ates , INPUT: 27.5 VDC 165 AMPS. _ 
1030 1260 Tx7xll 38  ®BC-653 $7.95 Output: I15 Vout 400 cycte 
DM-43 24 19.5 O13 218 a4 Bes cues A 2: a U 
U ° x x! | PC-653 3 9.95 T} 50 A 
OM-53AZ 14 2.8 220 080 4$x3x3¢ 3 BC-733 2.95 4.95 EXCELLENT cono. $49 5 LLonr# 2600; 1 
DM-53 28 [.4 220 080 4x3x32 3 BC-733 es ou e P22 160 ieee MA. OUTPUT. Siz 
; wt: 10 Les. 
DM-32 28 Ie}. 250 .060 44x32x3 3 VARIOUS 2.95 4.95  ||NPuT: 25/28 VDC 80-90 AMP ; 
DY-2/ARR-2 SAME AS aBove DM- 32 ONLY ISA EATER NUMBER. 70 OuTpuT:!15 % 400 CYCEE ores 
35x032. 14 2.2 250 -060 3° As DM-32 4.95 
DM-33 28 Bo bre theo © Ghat 6 BC ace 9.95 | 
ae eS 2 ee RMT ig hus ou ir Age oe 
i= ve 0 ° 2) , X4-6X e . 
$9.95 rae ourPuT 156 voc 3 
BD-69 14 2.8 220 -080 CaxGx44 10 Various 95 [npuT: 27 VDC 35 Amps. 
BD-7% 14 v9.0" 1000 | meaan x1Oxes 40. BC-191 $14.95 318. cA hae eebaiet pt ca ant ile 
BO-83 14 6i5= 375 Mee ane 10 SCR- 183 95 | PHASE 2. o AMPS. 
BD-93 28 SP oro . 150 ebxebad 10 SCR-283 ‘¢ 95 S1ZE:9x63x53; wt: 25 Les. PE-104 POWER 
Useo $16.95 beh 24.95. CONVERTER pee 
PE-73 28 «©6119 1000 «850d Ix!0X62 39 = BC-375 write F/PRICE —] 6 or 12 voc | 
PE-86 28 |.25 250 .060  5x5éx3i 34 Various 2.95 4,95 MG-153_ INVERTER ees ouTPU 
PE-94 28 10.5 300 2260 12x5x8 35 scR-522 4,95 INPUT: 24 VDC 52A 1000 VA | 90 voc, 14 voc 
150 -010 OUTPUT: 115 V 400 cycLe S126 AxAXTs wr: 
‘ 14.5 5.0 3 pHase 750 VA 4 ; #00 New $3.95 w/ext 
PE~94 SAME AS ABOVE DYNAMOTOR ONLY 4.95 CYCLE | PHASE 2 


$12; 12x8ex8: wr: Les. 


PRICE: USED $24.95 | BB BS6/PRO- 14 VI RAT 


PE-98 {4 21.0 300 - 260 


fo 150 -010 {2x5x8 35 SCR-522 ate 9.95 
SAME AS ABOVE, DYNAMOTOR ONLY, NO FILTER, V E . . ° 
| PE-10! 13/26 12/6" on he |4x4x7 [5 BCe6AS Sage i198 7198 INVERTER 
0 -020 ABA 
Pr-133 2 3 9 v B0crc |.12 * | SUPPLY : 
Pe 6 ete Re 
DY- 4 2.4 5 : , OUTPUT voc 
Dy-2 26 as ae eee Sonat : VARIOUS SiGe ace ae Sexineraes ey w tae Size: 78 eres 98 
ysl) -.(o/2e 4g/o, Be ee a Oe S32 —_*( Etiwop 0288 usta $34.85 
DY-21 2 7.0 410 325. Thx3x3h_ 9 -67/ARC- 95 — . 
Dy-32 37 . 18. 210. 2125 Tax BGAN ee : 
oh POWER SUPPLY 
DY-| 7A/ART=13A E1cor ML-5023-1 SpectaAL Output 540 
O68) i. Paar a2 tpap .350  GAx8x!2 33 = T-ATA/ART-13 15.00 20.00 voc @ 150 MA. 
eget 27 ee nati nee oy 3 CAN BE TAPPED, 
DY-17 ] = 1" n ee 
He ees 12.95 alee Dshua" 15 AT 270 rae 
et DYNAMOTOR ONLY LESS FILTER BASE 6.95 Ect psefe- 617-1 Useo cD $14.95 
AIA 28 Go: Bad 00-3 
| DA-iF 25 14.8 Bag BS Naa rs aR a Se 
"le e " 
25° CCB on “ : pon C75 MIPSC 
DA-|4 14 33° 230 - 100 SEXOEX 6 a 4.95 6.95 5 
| DAIS 26°) 1] Sages tog agugeae fe ine SeSe gO aoe | evn Renee 
10,5 aps 
0-401 12 9.9 400 180° 4x48x7 «10 s«iT2w.S 6.95 Wr: 35 t 
o ° 4 ° ° . LB. 
D-40{1SP |2 959 440 200 uy 10 TCS/SP 6,.96° 8:95 eer :43x8x ee 8. 
0-402 12 3.8 Oph 00 Seana T.C.8 4.95 Nunn poese ae VOLATGE REQ. 6 OR 
4|S6 13 13.0 i S let shana . voc, output 52 voc 
yoy OUAL OUTPUT Oe eet eee x4 10 VARIOUS 271.98 105’ voc @ 42 wa. 6s 
3 4 80s -163 3 
B77 |3 S10 eae eS eee Ga are 
1286534 24 1.75 300 070  3xdx4g 3 UNK Bie 95 
DURSIO 12 = 28 10 5100 - Bx3x44 3 4.95 - : 
wil oe s F " P iJ ex 
PM-0516 12/24 8/4 275 [110 -Taxddx3 6 g(a ee ages Seer 
vRo-2 AS be) SO a Vv feet 24 ep Bal uth, \2@ ous me DESIGNED FOR USE WITH Rem- | Sse BC Le? 
250K1003 24. mae elie ee te i 1699 OTE READING MAGNESYN COMPAS] Trans. RECEL 
MP-10G 24/28°27 1100 1400 ~-—«\0kx6a 30 rahe eae B08 | Outen 26 ¥o nee reine wl ee 
Cae gine ABO YE ITEM 1S DYNAMOTOR ONLY _ TA-2 isk ape Bas pe we Sieeees ek DEA ti 
ihe ; 5 t d f 3 REGULATED. 
ONF<519H BS VE rt py: ae ‘i BC- 1323 cee #S-957 FoR. 12” voc $16.95 | With tuses i 
DYA4223F 28 28 1000 500 83x44 15 9.95 hed #US-115 For 115 vout VR-105/0B-3, 1 
CARTER 0 cYcLe $24. 95| VOLTAGE fNPUT 
12 New MANUF. 20.00 hs Sn Roe ee 


Mi & 


633BS2B 12 25 650 «300 6x4x3% 


ack & HEINTZ TAVERTER ae 
hiob32-2 |weut 27.5 voc 
2 20 amps. output 115 vout 
400 cycle, 3 PHASE, 250va 
VOLTAGE REGULATED. 
Saat xAe ; off? 20 LBS. 
E 
useD $14. 3h RE-COND. aa 95 


BENDIX GENERATOR 12 VOLTS 

D.C. 50 AMPS. Sarna SHAFT 

3/4x1%, 6" FLANGE MOUNT+ 

LNG HOLES, ee Srage me PM. 
E:6xI1: 36 L 

Pepe ECSIO- 2m we "312. 95]. 


D.C. parapet ai a a: 3000 Ar 


115 V. 800 cre 10.5 
24 VE DC.” by) MPS | 4400 To 8000 R.P.M. 8xI2 


SPLINE SHAFT size 7/8 SPLINED SHAFT, see: Moe 
S$12ZE:68x78x13; wr: (exe S1ze:|04x6x8; wr: 36 LBs. 


WFD. 25 Note 
RE-cone, $24.95 GE#2CM637B RE-cono. $24.95 8 


Size: ate 
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TIME-O-MATIC CABLE 3 CONDUCTOR 


4 TRAILER LIGHTS SIGN CONTROL #18 PLASTIC COVER aay a oui colts 
BALANCING LOAD MopeL 53 K-|56 ING " FT. LENGHTS B 14i5 KC LF. $1.50 
MASSY. useo FoR | 115 voLT 60 cvc. S9¢ S FoR $1.00 2830 KC |.F $1.50 

‘ WO CONTACTS |0 (i eM |r rrr rrr 

: Pere: Conrains AMPERES EACH, ONE CX-76 CABLE RUBBER Bes te OSC. DD 

Resistors |{.| CONTACT MAKES & COVERED 2 CONDUCTOR »3 To 6 NC RE 1.50 
40 watt, 1.5 | BREAKS EACH SEC. #10 15 FooT LENGHTS ee 6 10 9 MC RF $1.50 
7 40 watt,.6 & | THEN Makes FoR 7 ee ae sed ‘To kneMT Pen SECTUON, OSCILL= LEIS TRADI EELE: ERR 
28 onM a Se0. PEER CONTACT. TS es Ror eee teow CAN BE ADJUSTED BeTW- | BUD TRANSMITTING COIL moun- 


TED ON 5 PIN CERAMIC BASE 
FOR 40 meters #30804 $1.00 |. 
MEISSNER COIL KIT FoR sIG- 
NAL SHIFTERS, PLUG IN TYPE. 
THREE (3) coILs osc. gs 
OSC. GRID AND BUFFER & 6 
PRONG BASES. SET oF 3 a 


cen 425-440 mc. WITH TWO 
°55 tuBes (NO WOBULATOR 
HOUSED IN ALUMINUM CAN 225x3 
x6"; 2 LBS. RE-MOVED FROM 
EQUIPMENT. 

RECEIVER SECTION, BALANCED. 
DETECTOR WITH 2- $004 TUBES. 
HOUSED IN ALUMINUM CAN 23x 
32x6; wT: 2 LBS. 

RE-~MOVED FROM. EQUIPMENT 
RT-7/APN-| RECEIVER OR TRAN 
SMITTER SUB= ASSEMBLY 
PRICE: WITH TUBES....$1.90 

LESS 275 


BIRNBACH #7218 size 18 sTR- 
ANDED TYPE WL. EXT. NYLON 
Jacket 1000 FT. REEL $5.00 


ELECTRIC DEFROSTER 


THEN BREAKS FOR 3 SECONDS 
JUST AFTER FIRST CONTACT 
FINISHES res & BREAKING 
$1z6:2x43x6; 3 ve. $2.95 


aL SIGN CONTROL 
JODEL 53 K-155 


Be S1ze :3x2xl4 
; 115 ae 60 tiene THREE 
MES J Lei 12079 $l. is CONTACTS |5 AMPERES EACH, 
RF. IN ERENCE eee two (2) CONTACTS ALTERNATE 
FIL pees fs MAKE AND BREAK ONCE PER 
SECOND FoR |5 SECONDS, 
OTHER CONTACT BREAKS FOR 
20 SEC. WHILE THE OTHER 2 
ARE ALTERNATING THEN ALL 3 
MAKE AT THE SAME TIME. 
THEN CYCLE REAPEATS AGAIN. 
S1ze:3x5$x6; Streas. $4.95 


mee SYNCHRON CLOCK 

eo MECHANISM, No.610 
110. -v.° 60° cre. 3 
WATT | RPM MOTOR 
143RA WITH GEAR 
ASSY WITH RESET. 
# ALSO DUST Sdib 


F $12€:3x33x2: | LB 
#33-i8-Cl gr. 75 

3 waTT | RPM #EC- 

|29RB, WITH GEAR 


SYNCHRON CLOCK 
ASSY, NO Aba} ga OR Fpl 


Meee Os No. —f 
COVER. 2x2x2k3 doz. $1.35 


Mm BUZZER 24/28 
VOLTS D.C IN 


3C2500-52 2395-2835KC $1 
3C368-14 1000-11 70KC $I 
“465 KC IF, Col, sive, TuNeD 
IRON CORE.#PC77366-7 $.75 
"30 MC 1.F. coll SLUG TUNED 
{RON CORE $2227943.8 $.50 


6 VOLTS D.C DEFROSTER FOR 
CAR OR TRUCK. USE TWO IN 
SERIES FOR |2 VOC. MOUNTS 
BY USE OF SUCTION CUPS,HAS 
FOUR WIRES RUNNING THROUGH 
GLASS WHICH IS 8'x|6", 
THREE FOOT CORD WITH CONN-~ 
ECTOR FOR LONGER LENGTH 
CABLE, SWITCH FOR LOW & HI. 
COMES IN METAL STORAGE CASE 
wt: & LBS. PRICE: $3.95 


CASE 1 NO 
SIZE: 
Neste arate ence 


GEARED MOTOR & 
POTENTIOMETER 
CONTROL.EASTERN 
AiR MoToR J33D- 
120 v. 400cy 
1/50 Hep. CONNEC: 
TED TO GEARED 
ASSY TERMINATING 
TO SPLINED SHAFT 
RECEPTACLE, SMALL 
TYPE, THAT TURNS 45 RPM, 
ALSO GEARED To Powe 


COIL BC-669 
45 turns |4 
WIRE WOUND 


| mene | ON BAKELITE 
7 FOR A'DIA, 
12 ADJUSTABLE Gur 
BARS a\v: THE CER 


AMIC ©D.; WITH TERMI 
NAL ee 
OVER SIZE Page Ae Se, 


F.M. TUNER 88-108 MHZ 
THREE TRANSISTORS IN R.F. 
OSCILLATOR & MIXER STAGES 
}0.7 MHZ OUTPUT. MINITURE 
See eo My LEAR Co. 

$126: 22x wt: 4 oz. 

beanfebt 250 useD $1.00 


Geer.) VERNIER SET ATC 

emi TIMER wiTH 15 MIN. 

S TIMING PEROID. 
BS SYNCHRONOUS MOTOR 
OPERATES FROM 230V 
60 cyc AND. HAS SPDT 
CONTACTS FOR CON- 
TROL OF INOUSTRIAL 
EQUIPMENT 
MM Size 6ax5hx3h 

wT. 5 LBS. 
Price $9.95 new 


#302 S06 3:5 


MAGNETIC AMPLI- 
em FIER SENSING 
UNIT; THis UNIT 
d HAS 8 TERMINALS 
AND WAS MFG. BY MAGNETIC 
AMPLIFIERS INC. THE SPECS. 
WE DO NOT HAVE AVAILABLE. 
Size: 2x2x4- wt: Ite. 
MAC#60079.16 unuseo $1.50 


H VARIGON PHASE 

s SHIFT CAPACITOR 
& V-42.USED FoR 
bee ACCURATE MEASUR 
EMENT OF TIME 


ED POTS. THAT TURN | RPM 
WITH INDICATOR,2 POTS IK 
oan 1/200K. Size: 53x3er0. 

3 LB. £76081 55 REM $3. 


0 v. 60 cycLe 


CRY BUTTONS 
| REFLECTORS, 
“CAN BE USED 


IMMERSION. HEATER 
gm 24 VOLT ane oo. 
= TS 


TIMER 
SPRING WOUND 
® 360 DEGREES 
"ONE HOUR,CAN 


SYNTHESIZER I.Fe & A.F.C 
DETECTOR STRIP ASSEMBLY. 
First JF MIXER APPROX. [2 
MHZ, 2 STAGES OF AMPLIFICA 
TION FEEDS INTO way WITH 


ROBL LIGHT STRIKES 
"BT DIA, RE piges #10. nut 
FOR mTG. N 
'82.00 


ep 2 GALLON, 3! press 
cap, 43" screw CONE, ja" 


| 
Caro oF 100 


BELL WILL 


SHAFT FOR KNOB. LUX#299 
Stze:2exlt: wt. 4 oz. $1.00 


RATE-GYRO 
No.85] 1364 
28 VOLTS D.G 
GYRO MOTOR 
WITH POTENT- 
1OMETER. 
WESTERN 
ELECTRIC 
oes 


ATTENUATOR FOR 
COAX1 AL 

LINE witH ; 
52 OHM CABLE ee 
20" Lone,PL-259 
PLUGS EA. END. 
3" SLIDING ADJUSTMENT FOR 
ATTENUATION 30 DB To I[O0DB 
30 To 450 MC. wiTH ADAPTERS 
SHPG. WT: SLBs. usEeD $5.95 


ANNUNICATOR 
VoLT 60 CYCLE 
I™ DISPLAY, MAN- 
BUAL CLEARING. 
WATERPROOF CASE. 
BS1ZE:9x9x6s: [2 LB 
CAL I000S-5A 
NINE DROPS $9.95 


CONN. Never COND. ETC 
S1ZE: 9Sx3xl; rhe 
#RD- 88165 Pees *54°8 


BROAD ead Nie Ns 


PLATE 15.6 MMF, CAP. VAR. 
OF INPUT TO OUTPUT PLATE 
1.2 To-4.9 MMF. 

SrZe s2SK eb Las se $2.95 


CAPACITY TUNER 


HEATING ROD & SFr. IF approx. 500 KHZ, WITH 
pie vent 3 : Ne Set TS es rec ene ee 95| “MMM” raoar svoreMs. Mer $04 Mayt/2I08, 1/5829 
Ww s CAPACITY OF INPUT PLATE TO heat 

rg OUD, o '\ amen a atute Paap hdl tet a HOUSING 4.4 MMF. OUTPUT ~ CONN. CRYSTAL SOCKET, INPU 
HOUR out. PEE 
. Dual Peavy _outy aad 


$1zE:6¢x3x2; wr: ae 
Iwt.£-10694’ gt 


BROADSAND ANPLIFIER 60 uC 
5 MC BAND WIDTH USING 5- 
717 TUBES, TRANS. COUPLING 
INPUT STAGES 2. & 3 & DETEC 
TOR,STAGES 2 & 4 TUNNED 
cir. 60 Mc. DC vouts 280. 
PLUG-IN UNIT WITH OCTAL 
MALE TOBE TYPE BASE,SINGLE 
TYPE INPUT JACK. 

Sze: 13x3x25 wr:-5 tes. 
WE#D150786 P/o BC-|148 
PRICE: WITH TUBES $3.95 
LESS TusEs $].95 


WITH COND. 
RESITORS 


FT-384 ADAPTER FOR TESTING 
BC- 603/683 ACES VERS: 


Witte: TUBE $2.95 
m, RT-58/ARC-12 CHAN 


IMPLUSE COUNTER RACHET TYPE 

epi oy Ges Pai: 10008 ‘i ‘ 
,OPERATES FROM VOLT OC -4 FouR ORoPS $5, NEL SELECTOR AND 

size | S/ex1 4/8 Lense a" TS-446 RyF NEON INDICATOR MOTOR ASSY. 10 


WT:3 Le. Uglies K=| = Yio POSITION AUTOTUNE 
Se bh EA. 2 FoR $1.50 i os  ) : : Meroe wea see 
IN ee 5 OBE, N re rack @ Ts 60 RPM ALSO 
$1ze:4 CLIP 


RELAYS. arene 
BELL 7 ane 3 VDC 5.8. Sheed $2.9 
Eowaros #13 LUNGEN 


MULTIPOSITION 
SIZE |,CHROME PLATE 
USED WITH BO-71-72 et Phau age. 
meer Bxixe: 2 a 1ON NON- “SHORTING SO 
“" GOLD PLATED TERMINALS. 
oe i SIZE Sx3x43, SHAFT 4x/F 
: 2 LBS. #0930- 626-6224 


PLUGS IN REAR OF SET AND 
HAS METERING SWITCH,BINDING 
POSTS FOR METER. USED FOR 
CHECKING VOLTAGES AND ALIGN 
MENT PURPOSES. WITH 6! BATT 
ERY CABLE. S1ZE:44x25 axers 
3 LBs. unuseo $4,9 


AS-207/CRT-3 ASSY 
with 300 FOOT OF 
16 STRAND BRAIDED 


CONTROL :TWo STAGE AMPLIFIER 
DESCRININATOR & DC AMP IF. 
yeree 2/6AC7,1/6H6 & * 
6SQ7 TUBES. RESISTANCE cou 
PLED INPUT & OUTPUT, SLUG 
TUNNED INPUT. TUBE TYPE 8 
CONTACT PLUG,SINGLE CONT. 
INPUT & OUTPUT JACKS AND 
VAR. POT. DC VOLTAGE REQ. 
280. UseD uy AEO VE UNIT. 


S1ZE28x2x]; LB 
MACADMIUM ALLOY COP4 CHROME, $x| HI- 083 $2.95 WE#D 150980 4 
ance ie oy Bae sot ait sei avon S80 r/o 8C~ $5.3 
Tie unreo to} PUSH-BUTTON SWITCH CHROME coment eat ne AR 
ALUMINUM & BLACK,SINGLE HOLE MTG. 


SOUND FECORDING TAPE 
TW-3U 


RD-42 RE ‘ 
Fear o 0b 


wt: 5 ves. $4.95 


NO. "HJ-3-PR -30¢ 


ALLIGATOR CLIP witH 
PINCH SPIKE JAWS 
AND SCREW HOLDER 
FOR WIRE, 
2" LONG. 
12 For $1.00 


DOOR WITH ADJUST 
ABLE BRAKE ANG SNAP SWIVEL 
USED AS ANTENNA FOR GIBSON 
GIRL TRANSMITTERS, WIRE IS 
ATTACHED TO BALOON OR KITE 
WHICH IS NOT SUPPLIED. 

S1ze:44x2; 2 tes. $5.95 


a VIDEO AMPLIFIER 
be MODULE For APS-44 
: RADAR witH 3/5977 


bbb TUBES, RESISTORS 
“wu” & 15 PRONG PLUG. 
P/O AM-574/APS-44; 8 oz. 

S1ZE#x3x34; Price: $1.75 
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4 
DY-22 SP-| 25 


OTHER TYPES ALSO AVAILABLE 
SET OF FOUR BRUSHES 1.00 


HAND TYPE MAGNETO GENERATOR 
USED TO RING TELEPHONE LINES. 
Output approx.’ 100 VoLTs. 
CAN BE USED AS A SHOCK 
MACHINE, LIGHT SMALL 
LAMPS OR DRIVE WORMS 
OUT OF THE GROUND BY 
WIRING THE OUTPUT TO 
METAL STAKES AND ORI 
VING THE STAKES INH 
TO THE GROUND. 

GN-38B GENERATOR (upPER RIGHT) us 
PERMANENT MAGNETS. SHPG. I3LBS. 
$1ZE:5x3¢x2s. useD $3.95 
G-25A GENERATOR (To RIGHT) 
PERMANENT MAGNETS.SHPG. | LB. 
$1z€:4¢x24( Round) useo $2.95 


RATCHET Motor, 24 vo_tT oc 60 RPM conTINUOUS 

ALSO 3 POSITION STOP. BAND SWITCH ASSEMBLY 

AS USED IN R-5/ARN-7 CoMPASS RECEIVER. 

UNIT WILL ALSO OPERATE oN 18 To 24 VDC. 

Size: 3x4xl4: Wr lf Les. STK# 609-ARN-7 
PRice: $1.25 


WESTINGHOUSE BUSINESS ee fail 25 MHP 

115 Vortts 50/60 cy SOs eA oA 

TYPE FL 4.0/3.0 FD. 1428/1725" 

RPM. E: 43x4x4; WT: 5 Les. 

SHart 5 iat FLATENED. FOR USE 

IN RUBBER SHOCK MOUNTING BRACKE 
PRice: New $4,945 


TELETYPE MOTOR AC; 110 vott 60 cycut 
| PHASE, ee -SYNCHRONOUS, 1/25 HP, 
1800 Rem, 1.25 AMP., DOUBLE SHAFT 
1$x3/16Rb/B x 3/16, MOTOR SIZE 54x 
5x5; wt: 13 ces. G&#28478 

useo $4.95 


eee ee 24 VOLTS D.C .75 'H.P. 
AMPS. SPLINED SHAFT 

Bien x Ron WITH FOUR HOLE MOUNT- 
1NG BASE AND FOUR HOLE MOUNTING FL. 
42x44, moToR size 4x4x7; wt: 24 Les. 
LE type #1504M  unuseo $7.95 


OSTER SHUNT MoTOR B-9-1, 27% voLTs D.C. 
@ .7 a. 5600 RPM FOR MOTOR GEAR HEAD © 
22 & Bi ReP.M. SHAFT SIZE 4x13, OVER & 
ALL SIZE 22x3x7. wr: 26 LB. 
PRICE: UNUSED $1.95 


GENERAL INDUSTRIES HeAVY DUTY PHONOGRAPH 
ga MOTOR: I15 vort 60 cycle 33 1/3 RPM, 
Me Size: 4x44x4; wr:6 Les. G1#4483 $1.95 


ALLIANCE PHONOGRAPH MOTOR 

8 RPM at ieee WHEEL, |]0 
vot 60 crcLe. $1ze6:34x43x3: 3 Les. 
ALL#78110 Price: if -00 


PM MOTOR ASSEMBLY & GEAR TRAI 
bese IN R-44 RECEIVER FOR REMOTE 
UNING. CONTAINS DELCO PM MoTOR 
Be #5069370, 10,000 RPM ATTACHED TO 
= A GEAR ASSY. THAT HAS TWO SHAFTS 

i 80 RPM AND 18 GEARED TO TWO 
"a 


SHAFTS WITH 3" & $ GEARS THAT 
THAT. TURN AT 40 & 80 RPM. Assy 
gize Bice SHAFT sine ee x 3/4 


ee NY Bente 


DELco P.M. MOTOR 5067125, 27% voc 

0,000 Rem. 2/GovERNOR AND TAPERED 

SHAFT 1/16x3/16, MOTOR size 3xIxl. 
Price: usep $3.95 


DeELco MOTOR 27 voc, 1/30 HP. 2.4 amp 
* O RPM, SHAFT SIZE 2xl, MOTOR 5+x 
os. wr: {2 ce. UNUSED $2.9 


DELCO P.M. MOTOR #5069466, 27.5 VDC 
1N ALUMINUM ixid GEARED TO WORM GEAR 
MOTOR SIZE shee tes 10,000 RPM. 
CASE SIZE 23x26x2 pee TG. SIZE. 
WORM oF ar 2000 RPM LBS. 

STK# SH3IO0A-! Sore “3° 95 


John Oster type ¢C 24A-1B - pee ah, 


RPM 
Series Motor 2" 9. X 3" £. Shaft 
kX 1 Wt. Ft Ib 


useO 75¢ unused $].25 


MERCURY MOTOR 24 To 28 voLTt 60. CYCLE OPEN 

FRAME TYPE, APPROX 2500 To 3000 RPM DEPEND- 

ING ON OPERATING ees & LOAD 
S1ZE:22x22x3; wr: | te. #MeER-M02428 15¢ 


ART-13 MOTOR 28 
VOLT 0.C 

rpm, |/20 HeP. 
rare es 


7! BEARING.(WILL @ 
es L1uT 00, 45 v 60 cyc, 64 Rem OPERATE 12 VOLT 


OPEN FRAME oxeex ts SHAFT 
3/16x15 1 Le. $1.50 


{2 VOLT 0.C MOTOR w/ Make & a 


Sele #4330 enar tL S000 RPM, |/20HP John Oster motor 


27.5 VDC 1/100 


° Size 34 x 33 a 
letor & Blower $3.95 Motor 


Delco 5069379 27 VOC Reversible PM 
“¢ Motor and Gear assm. in an Afuminum 
case. Output speed is 80 RPM through a 
B friction clutch to a double shaft & X 

3/4 on one side, 4 X I4 on the other. 
Oe Size complete assm, 3 5/8 X 2 X 4% ex- 
Se _ cluding shaft. Has built in noise 

filter system. Wt. | Ib. 5 oz. 

Pr hGéics a cok ootak tome $ 4.95 


TG-10 KeyerR motor , 115 vott 60 cycle 
1550 RPM, SHAFT |-7/8", GEARED To 80 RPM 
SIZE: 34x34x44; wr: 3 Les. 00-3 

REMOVED Fou 1G-10 EQUIPMENT 


MOTOR OPEN FRAME, 117.V. 60 crc 
RPM | DIRECTION, 1000 OTHER. 
; sHaFT |/16x;2x3x4;4B30B 2c8 $1. 
MOTOR 24 VDC, 2800 RPM,6.5 AMP. 
1/10 HP. SHAFT 4x1, REVERSIBLE. 
He aN3 : 6 LB. EMERSON 04)2 $3.95 


BENDIX BAND CHANGE MoToR FAC5E566-2 _ ne 

OPERATES FROM 28 VDC. THREE Pos- 

ITION POSITIVE sToP. WITH SWITCHES 

& WAFER assy. S1ZE:6x3x2 WT: OLB. 
Price: $2.95 


O RPM, GEARED 
TO ASSY. APPROX 350 
TO PLASTIC ites & 
POT. 4x33x2; | LB. 
#5092543/2 aay 95 


WE KS-5871-LO} MOTOR 28 VOC 3.3 A 
5600 R.P.M. 1/25 H.P. SERIES WIND 

= CONTINUOUS DUTY, REVERSIBLE, or A.C. 5000 r.P.M. 

WITH SPEED GOVERNOR. (WILL ALSO DOUBLE END SHAFT 

OPERATE FROM |2 VOC AT REOUCED SPL 1/8x1/4,moToR 2 

SHAFT 2x4,MTR.64x9455LB;U/U $7.95 oh. wrt $1.8 oz. 

+} UM= 9 


Be ndix LMIOBY 24VD0C 1/25 HP 15, 000 RPM 


Series Motor. Geneva Loc. Actuator. Shaft 
roates 4 revoluation and stops and is 
locked in place until next contact is 
made then the cycle is repeated- -time per 
cycle app. 3 seconds, Size 4 X 24 X' 5S. 
Shaft size 4X 4. Wt. | Ib. 14 oz. 

Br FSG g wicls sia wrens a Clb erataielsecaitiecs - $ 4.95 


M\ General Electric 58A25NJ424 -+#Type BA , 
24 V @ 4.2A 7100 RPM 1/20 HP Flange 
mount Motor size 24" X 5", Shaft size 
4 X | Wt. 34 Ibs. Price..... $1.95 


GEAR TRAIN ASSY APP ss 
RPM. SIZE 3x22x33 43 
wT: | LB. Price: $3.) 


2200 RPM. [/35 H,P. Sees SIZE 
MOTOR SIZE: abhi Tz 8 ves. , 


PRICE: 

Low SPEED Motor; 230 v 60 cyc. 
O_R.P.M WITH GEAR BOX, SHAFT #4 

xe" eights 28x2hxd; 2 Les. B 


ELECTROLUX arn 28.5 VOC. t.8 oe 


Etcuty (80) vott 60 cycLe 78 
RPM PHONO MOTOR ON MOUNTING 
PLATE. WILL ALSO OPERATE FROM el 

110 V w/res. 3x3x3; 2tB $.59 ee 1.00 — 


DALMOTOR MODEL SH-42; 28 voc, 1/4Hp | !!5 VOLT 60 
Two sPEED, 9000 RPM "8 AMP. A RPM 
2 AMP.FL. MTG. 38 re «SH. op 6 xt, 
GEAR 7. 8 ,MoTOR oe 104x34,15 tes. 
Price: $8.95 


MERCURY MOTOR 8100, 115 vott 60 cyce, 1750 a 


MOTOR SIZE Bx x4, 
M-30-FR wee $2. 


RPM, OPEN FRAME 3x24x2, SHAFT $xI4+, WT: | LB. 
PRICE: 


° 


GEARHEAD $2.95 : GEARHEAD MOTOR 
MOTOR 115 V. : 115 vort 60 cy 
crc. 54 pon eye 
RPM, OPE * OPEN FRAME 
FRAME F/MED : TYPE. dpok 
F, : USE. S Mal fo 
5 x 1/2 : x5, 18, NolDs 2000 srs 
4x3x2% mo. : 6x2x3,. Le. $l. 
#9203 uNusED #2105 UNUSED 


HEAVIER. ADVISE NEED 
SOCKETS 


AMIC 2 HOLE MTG. $. 25 
Sgn RING” 215 


Mica ‘SMALL a" MTG .19 
ER RAMIC 2 WHOLE MTG. .25 


9 ‘CERAMIC SOCKET 
W/SHOULOER 


_ GIANT 4 contact 
_ GERAMIC FoR 872, 
Lae 
PRICE: usED $. e e459 


CERAMIC COIL FORM F/ 
RT-13 ANTENNA LOAD 
1ZE 2"x5"'.No WIRE 

‘50¢ WITH WIRE $1 -00 


“REGULATOR CURRENT 


OPEN FRAME 50 amp, 

SIZE 24x23x14;1LB 
YORD 461026184433 

= DeL_co#! 884042 $1.00 


~— TERMINAL 
; STRIPS witTx 
a gal a ‘ete WIRES 
ANT. TERMINALS Ge 8 -|0- 12- |4 
fy ig pie EACH Stirs 202625 6801895 
da! wie 1" £20 225 230 


PU 8 25_ 2 BY 


* 


Jute ‘STRIP, THUMB SCREW TYPE jo. 
TERMINALS. REMOVED FROM EQUI 
Price: $.35 €a. 3 _FOR | 


Set ae SIGNAL DROP SWI TCHEM 
BOARD UNI 2 


T WITH MOMENTARY & 

Be LD MULTI-CONTACT LEVER SWaeem 

| RING IN DROP RELAY & PHONE [aes 

; SacKeSI E1$x8x3. Wr: | cLe.. 

os ‘. ‘EA. 3/$1- USED fe 
; G on 30" CORD RO $. 35 


SW-118 ‘SWITCH. MASSY @ 5 we! 
SPST, ONE sic 


ENTARY REAGEe are. 
| SWITCH SIZE axl, Case 
| SIZE 2exhe: 

(| Prices 3. 35 EA. 3 FoR #1200 


B-9A SWITCH ASSY 
| SPOT cENTER OFF 
{5 amp. 125 voits 
| TWo HOLE MTG. 
‘|SIZE; EA. sws3/4 
= x2x!l. $. EAC j 
BANK oF FOUR $e 


FD Voc 
24000 


~S$1z£:6x52x3s 


SIZE 
~ 4x3 Rp 
|3x4¢rd ~~ ~— 59 
oe 55 


23x4tro- 1.00 
x4RD Hace 
| 


~ PRICE 
$1.00 


2Ex4e 

3x45 USED 
4x44 ° 

2x4 usep |. 


14x44x| 
38x24x | 
43x2sx| 
4 x4 x2 


x 20D 
600 > 32x. xl e 
an - ¥ bs 


je 2 ae 3 
x 
2000 2 x3 fee 


{50Q° 2S xX(8x! 
2000 2: x}e x] 


We alt 


060 5 
F800 Sexgexta | 


g 4000 MFD 40 vDC 2xa" 
4 po.#T-128B $1.25 


7500 MFD 35 VDC 23x 
45" ,8427388- |5$ 1.95 


| (0000 NFD 50 Voc 24 
x4, 836-1121 3.50 


bss Size. :5£x5x2; wt: 3Le 
‘ PRICE: $f. 95 


dardix38,, SLs 
5910-819-2151 $5.95 
2 NEO @ 4500 voc 
5x4x3;3; wr: 44 
F350-762882 | $6. 95 


x4 


VDC. S/ZE 
100 


OZ 
3 


2Ex 
Sbse gS 


VAC hes 
70 1 xOR0 
2gxex2$ 
2exex ls 
ABOVE MOTOR TYPE 
ian 2.9 
$x2$-.2.95 


MOTOR CAPACITOR, WESTING-= 

HOUSE StvLe #773298, wrrine 

FOR CCW AND cW, ‘ 
$4.95 


“RBEBs 
HEAVY DUTY TAP. 
SWITCH 6 PostTion 
4 ene mC Oar ina 
x ‘ 
stkdgioeiass'* 


aio 


t eee. Tear 


N ORM 
| $329825-66. 


CH CERAMIC, 6 
6 CONTACT. 


SwiTcH ROTARY CERAMIC WAFER 

pest aes POLE, 9 POSITION 
| S1LsPL.CONT. 

P3856: 185-0597 SI. 95 new 


SWITCH ROTARY BAKELITE WAFE 


-8 POSITION,S SECTION, SECT. 


#1 NON-SHORTING TYPE CONT. 
SECT.#2k3 SHORTING TYPE CON 
TACTS. 3x2x2; wt: 8 oz. 
#3Z9825-75. 4” NEW a 00 
SWITCHING POSITIONS, é Bei 
ING,36 FIXED CONT, 6. nce 

5 THROWS, COMB. SHORTI 

NON SHORT#SZ9824~81 5 ‘Se 5 
SWITCH ROTARY BAKELITE WAFE 
2 DECK, 5 POSITION, |POLE 
MOMENTARY 5 peels 2x2x 
#SW-145 39¢ ca. 3 FoR $1 


HEAVY rao CERAMIC, TWO 
ECK 4 BREAK 3 MAKE, 2x4! 
HL 7564910. 517404 $1.95 
oe ese 8 DUTY ei Two 
K 3 POSITION, 3x43" 
Ail 762098-61, 7537" “$1. 95 


SWITCH ROTARY one 
DECK, CERAMIC Ht = 
POSITION. 2" D 

No. C-87/S60| “15% EA. 


_ SWITCH ROTARY CERAMIC TWo 


DECK FOUR POSITION, SINGLE 
HOLE MTG. 2" OIA. 
No. C-87/S-602 75¢ EACH 


etre ROTARY, 2 DECK, 22P0¢ 
CIRCUIT EA. DECK. lexi" 
B75beSe bs. 13 $.50 


SWITCH ROTARY,5D DECK,8 POs. 
ONE CIRCUIT. SIZE 2x", 
MORRIN@R RE-MovED#58 $.75 


OTARY SWITCH, SINGLE GANG 
4 ctrcuit WiTH 2 CONTACTS 
FOR EACH. Dine Ja .x it. 
3Z9827.34 59¢ es FoR $|.00 


ROTARY SWITCH SINGLE |7 

CONTACT DECK, ONE TIE DECK 

Dta.csxl LANs. SW-942-249 
75¢ EacH 2 FoR $1.25 


ROTARY ACTUATOR 


WILL OPERATE 


FROM [2-28 
voc, |2 Pos 
TION, 30 

DEGREES EA. 


2an SHAFT AND RODS FOR MOUR- 


TING WAFER SWITCHES. MOUNT- 
ING 2x3, 12" u. wt: | te. 
MIX | 678696 | $1.50 


12 POSITION HEAVY 4 
DUTY TAP SWITCH 
Benotx |0-34740 


pare nese 6. mh AND OFF 
1AL AND KNOE 
47. 2x3" $1.75 


SELECTOR SWITCH TAP F 
ig POSITION [| POLE 4. 
AMPS. RoR eOny (key 
x22x12 haere at 

8 RA-83 se) 


DISC CERAMIC 
CONDENSERS 

|| 33 ASST. 
L5MMF-.61MFD 
Good Value 
$1.00 a KIT 


CONDENSERS 
25 ASSE. 
10 MMFD To 
6800 MMFD. 
$1.00 a KIT 


RESISTORS 
“INSULATED 


50 ASST. 

dyhyl1 & 2 

7 Watt wide 
range of good values 
5Q ASSORTED oe 


5 to 20 

Watt.Wide araTaTTTNT 
range of values some 
tapbed.25 ASST $1.00 


spade, crimp 

types .Wide 

variety of 
sizes for all uses in 
clear plastic box, 


Approx 200 PCS $1.00 


ROTARY SWITCHES 
BRAND NEW 532 


ELectro DATA Plug fx. =D 
IN COMPUTER assy. | 

5 DIODES, 37 RESIS ip 
Tors,|7 CPACITORS,| 

7/9PIN TUBE SOCKET 

VOL. CONTROL , PLUG. 


PE-1098 INVERTER B 
FILTER, MALLORY 


Stk .$342575- 1098 ig 
88x3x23+ wT: a8 


New 
| MOUNTING WITH 
Four {0 LB. 
RUBBER MOUNTS pe A ALUMINUM 
PLATE 13x8xl#; wr: 2 ces. - 
PRICE: 


VOLTAGE Gran rae 
s input 21-30 V.D. 

5 AMPS. REGULATION 

18-30 voc#45hl 28) 
pereiyngee SLBS. 


FT-498 SHock 


ALARM .BELL 
OPERATES OW 
Aaxdene 
x XE 
~ # 561-3 


$1.25 


ELECTRO-VOICE FILTER EVXX3 
1S A AUDIO FREQ. FILTER 
THROUGH WHICH TWO AUDIC 
AMPLIFIERS CAN BE CONNECTEL 
To 2 SPEAKER SYSTEMS. 

ALL BASS FREQ. BELOW 300 
CPS ARE PASSED TO ONE SIDE 
OF THE SYSTEM WHILE THE 
“HIGHER FREQ. ARE PASSED 
WITHOUT CHANGE TO BOTH SYS 
TEMS. |N A STEREO SYSTEM 
THIS ELIMINATES THE NEED 
FOR-2 FULL RANGE SYSTEMS. 
CAN ALSO BE ADAPTED To 
OTHER USES. # VXX3F 
5ex4ex5¢; 8 teas.new $2.95 


T-39 MICROPHONE AND CHEST 
UNIT THAT WAS USED. To CARRY 
DRY CELL BATTERIES. PHONE 
JACK AND | FT. CABLE with 8 
RECEPTICAL PLUG. ON-OFF swt 
AND FUSE HOLDER. INSIDE 
DIMENSIONS 54xf2x9. wr: 6 


25 Precision Resistor Ass’t 


~ “a WIRE WOUND OR CAR- 
ae e\\ GON 1% OR BETTER 

bay }6000 values. $1.00 
97,150 TINY CAPACITORS 

RB SELECTED TINY ASST 
PAPER & CERAMIC X 

GOOD VALUES. $].00 


WIRE ASSORTMENT 


SIX 25 FT.COILS 
FULLY INSULATED 
STANDARD SIZES 
TINNED COPPER 
ASST, COLORS 


Prizli5v 60cve 
Pat 200veT 2 A 


“TOV cherct-2 


PRI: : 
Pri: 220v-60cyc}-3} Pri: 90 V 60crc a Bat a = 
SEc: 6.3Vv oOA 4-5 SEc: 6400 Vv. @ - 3" | BA : PRI: NSv_ eye 
MS Sie" Ste] cacboogs nee | 80 v 382] eng mans atone} 2 ; 
PRI: 115/230 60 oye 500ver 35a | #0-128-8553 Bx3Exde Ge (750 | atts 20 Response “ee Pacing Poa thai 200 
manera era Bes hae eed $14.35 BeSRoS “Sig oobes Response 2oe Our ae 5.0 3 amp. "5 v 2 amps 
6 oh ed AMP | oT TER. wr. 4u $3 “95 2. Pri.Z 6000 SEC.Z 6000 Aaxageds - os cae 4x4x6 wr. 14 Les. 
fig eg in ee £ FY. 13 (Soir Collins #677-2010-00 |Fair-617° $12.50 Bewotxfi.2) 7240-1. 
Sa oe Re pene tetas Buitt FoR Commano | PRIice: $4.95 — 
Size5x5x6 WT. 13 lbs. ks Price $2: ota TRANSMITTERS ETC. 
Stock # 229621380 eee ee eee 


Pri:l15v 60 crc. 
SEC? Oa 80 MA. 
Ay 


PRICE: $2.95 


Ee tS, 
£5 oa 
Bake 4 


pat: 115/230 60c ' & Bhabadhs wp wa: gpte 
: Sec: 800 cT aALso f Sec: 650 5OMA : - Zi 
| rapreasoi8 te] ate, wonaron | °°" EET 0 | estohta gato | union gate oo 
) ce ma.| TRANSFORMER 10.2" | ~O08BS OMMAND ‘ 
| : Meare rete eG eee sich Patz 17 ve [RECs BO-608, Rser« Fe Seba ss 
PRI: 115.7 60 cyce 6:3 0.604: | SEC: 248CT” 90 WA SIZE OKERGSOTIOS feseen een ae ueRtel ey a teers 
SEC: 1080 CT.142 MA. FES aa 5 uss. Price: $5. 5 See’ 440 vet 138 ma. 
6.3 + AMR: #900, 679- 2094 te 2dy owe 
6.3 2 AMP, 695 ere :2ys0 x3 WT4 5v 
5 3 AMP. STK#2Z9625-75 4x48x4- cee 
Size 5x53x54 WIel 1b pence wae 50 Pain 1809 7.50 
Stock # 2Z9613.52 VIERATOR 12/11 5ey BUILT FoR BC-652 
PRICE: $3.95 300 as }00me. 


32x32: 8 Les : V) OUG 
2 OMA. BXSEX34 ; = Sens 520ver SOMA. 
Stee ae :4Le 5950- eee 6598 2 | Oi ae poayee : me 
ph eras $1.50 — os 5950-646- 5586 
Pri:!15v 60 crc g 


Sec; lO80vct 226ma 


oe Pei:|5v. 60 ¢ 
{Sst Péa ABobP : a cot 
és ouP: $1.50 


VIBRATOR FoR ABOVE 
TRANSFORMERS 6.3 V 
4.3 amp. For 12 V 
USE DROPPING RESIS 

TOR. 


230 60c 

Secs 700ct 125 MA 
5 vc SiSAn 

6. 3 4.5 re 


TEST veers | 780 
5x4x0s; 8 Les. 


SEC: 


STK 346690- 5 MODULATION PRI: 115 v 60 cyc. ‘ 
Pri: I17q4 60cye |$ snaioy, VT: ae $1.95 TRANSFORMER Bec: 28 v 10 At #3540+896-58788 | 
Sec 200ma | STK.# 2 Spys WA 75 B3x34x32+ wT 
de Babee $2.95 WATTS 0/350 onw [AB-001T65 $4.95°° 


SEC: Grio 813 TuBe| -------------- 
WITH SIDETONE PRI:115 v 60 crc 
Size: 2ex3ex3awT2¢ PEC: 12 v 2 amp. 
STK#GE7465620-1 — (23x3x2; wr: 1 Les 
Shice: $2.95 Fr-424" 


ORK V 
(RSMAS 
$9) 633 


3." 
5axdex4s; wr: 14 ce 
RAYTHEONBUXSI | 7A 

$3.95 


O/ l#kte tase ee *i3 LB 
KLEINSCHMi T5309" 
$7.95 


, SRADE Ves! CLASS A 


priz115/230V 50/6C| seat 4p°9/ 2000 V- BS Op ake | 
SEC: Edel he 6x7x48 : 637 i aaa reaptek . 3 Set 15/15 AcE 
6.3V. a AMP Esreygt=4 16 : 4 5 re ae: weston s i 8 5e. P Ast 
vor Pee (eee nga See ; —_ f 
25 Les J Pri: 115 v 60cve | 100 Watt aged 
aes [1S Sec: 550vcT|20ma Merete yet | RESPONSE 200 to 5000 5950-645. 3654 
volt ef MOTOROLA 2250003 PRI: 7000 SEC: 7000 


F/BC=191/375 TRANS. 
bize 3x4x5 WT. 54 lbs, 
tock if 206191/T1 
Price 


Pri: HV5/ LLB 60cy 
Sec: 2500 ‘VCT € 
450 AMPS.D.C 
7x7x6e: 45 tes. 

; MOTOROLA 22501013 


1ZE:84x5Ex7: WT: 30 LBs pi 
72950.645-6792 PRICE; ff 


Pri: 115 v. 60 cy 
Sec: 1540 ct.166a 
1230 ct.257A 


Pri:!15v.60cyc 
Sec. a See 


BOTH VOLTAGES ONE | Pa cath oy = 
Bee eshD IBS 2 3x23x 
ceunesyes, FE) 1 | oamgaemy | ieee. [oitantaet, | Hei 
UTES adh oth te ete | iat metae| ued 
J $6.95 S d S EC~TRANS | Sec+3000 o OUNCER 
—— srt 205613. 35 Lee] MA & TR ee core Rta OfzeD VOLr 38H 200 MADC TRANSFORMERS 
37.95 6x63x44; 30 LBs. Set: ape VOLTAGES uae IW Transformer ~ 
$8.95 @ 230 ma Pri: 100 ohm 


Sec: 4000 " 


01 As150 ¢ 8! 


ie 3.9 he 
6x58x8; 30 Les | |LBs 
$3340-396-862-192 #5556. eA 3093, 


Price: $4.95 


PRi: 115 V 60cyc 


S B50 = Price: $7.95 ~~ 
i 3 EC: ct 280ma ; : 
Pri: |L5v Q crc 80ct {Oma 145/1608/8 YE Pris 115 V 60 eve clo es KS 
B50 MA. 9V 5 A. 1 225/250/v 25-60cv% Sec: 750cT 150 Ma ie 3 orcas 
yt 0 FN SFC. eb vcreben SOT, 90s ; Re 
; a 2.5v@2 am A. x2 
aw Séx53x73: 28 Le fo 4bx4x38; ER 
LBS. S. ‘t x4x LBS. hay tx 
eree as 3 $5.95 #5950-646-3943 SixShodt: a ee tinarsts 9 ae 
$6.95 279619-4 $2.95" Sieh "$2.3 
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Pri:115v.50/60 cy 
Sec: 36 ies 


oe i4Lps. 
45950, 609-0874 


Pri: 117 V. 60cy 
al 5 


: aos 8 LBS 


2x5 
37961 |. Tian $1.95 


Pri: 115 v. 60 cy 
Sees 2.2 V; 


_TALSO TAPPED WIND. 


0-60v 10 Taps 4 
VOLTS EA. | TAP 


Spc_28v © 40a 
O6x74x98 wrt | 


MICROPHONE TRANS 
PRi: 40 onMs 
Sec. 75000 " 
SIZE: lax exe 
WT: 20 
D79986-2/ M12 


Pri: 14.5-21 oHM 

Sec; 4475-6500 
OHMS 

CARBON MIC. 


23x34x2 
il 


Price $.59 


TUBE CHECKER 
TRANSFORMER 


thay j ase ZR*| se 


MF 23 sla 95 


Pri: 144 V a chek 
| pPH.3.4/2.32 KVvA 
Sec: 23 V FULL LOAD 
RMS-2500 V.MAGNATR 
$12z€:13x15xt1;200Le 
FSN5950- | 89-4659 
Price:$30.00 


ALL PRIMARIES 
{15 vott 60 cYcLe 
s1ze:2xlsxIs; 40z 


Sab ae 60cYc 
mie, ase MA 
#452 $1.5 


: 24 v250 ma 
MW#4528 | .00 


30 MA 
2/Windl2.6v | A. 
#4530 casen$2. 


2 WATT OUTPUT TRA- 
NSFORMER, PRI. a 
OHM SEC. 3.2 OH 

#49872 79¢ 


AUDIO OUTPUT TRANS 
Prt: 450 ouMs 
Sec: 30/2008 OHMS 
syle 
sIkg 2045 204348M/T 
2x2ex4 wt. 2 
PRICE: 


LBs. 
1.00 


np/Ns-1.77/6.6,50 
To 5000 crc. BMA. 
SIZE: 2x2x2 

GEM '7465623-| 
Price; $.75 


ALL PR fuels 105/110/115— 
130/125" votts 60 sega 
SEC: 6. 

SExXDSK4 13 

GE #9T35Y 159 $3. 98 


Sec: 6.6 v 10 amp & 6.6vert 
| amp. 5x4x34; 10 tes. 
GE#9T35Y 181 $3.25 


De, 6. oven se & 5v 6 Amp. 
34x44xd4 
#79611. iog * 


: 6.4v .5 amp. #27961 3- 
245; 23x23x34; 2.8. $1.25 


Sec: 6.3Vv A. 2EX3Ex23" 
1LB.5950- sor 9318 $1.50 


6.3v 1 A. 
ESC. 363- D Taddei" 


Prt: 230v 60 cYc : 
Sec; 6.3v 30a ar 5.67v30A 
4ix53x34; 13L8f6510 $4,95 


FILAMENT TRANSFORMER 
.PRIS 


A 
7A 
DA 
DA 
ST 


| ° 
1 
TE 
54x3x4 wt 5 
2 7465625-P | 
E: $2.95 


: 115 V. 60 crc 
5 ¥s g AMP 


28, ir £185 os Re 


MICROPHONE TRANSFORMER 
PRI: IMPEDANCE 50 oHM 30MmMA 
SEC: IMPEDANCE 500 oHM 
FREQ. RESPONSE 400- Pe 
pode hel ins © wT: 

1.00 13649092 its 


LINE TRANSFORMER INPUT 
PRi: §tMPEDANCE 500 OHM CT 
SEc: 1" 500 

FREQ. RESPONSE €00- 12000cP 
S1ZE:22x28x2; wr: | LB. 
T-203/PP-115 $1.50 


ALTEC CANSING TOW 
: Pe TEUT SRANSFORMER 


: 7000 OHM cr 
65 : 
80 " nee 
ONE WINDING § 


Power: 62.5 watts 
RESPONSE: 


70/100/ 140/20 
60 


Pri: veo 50/60 cycte 


Sec: 7500/3750 V 5.3 KVA 
MAX. 0C OPER. 4.25 KVA 
RMS. 17 KV. 
Size: |7x!0xl2; wr: 250Les 
FSN 5950-|89-6498 

Price: $75.00 


Pet: 105-}25v 
50-60cyc 
: 1100v ct @ 
“20 MA 


UTC 52336 


PRI: oben s 
}20/| 


: Soby TAPPED 


£x54x34; 
FNckOe| oo 95 
Pris 105-]10-1/5- 
120-125 
SEc: 365 V 775 MA 
TAP.340 V 525 M 
Oct 30 MAE 
Baie MOA 
6x7x5" 30 Les 
# GE7415214 


» Pris 105-110-]15 
, 120-125 


Pri: Il 
See: 45 
12 


520 
44x6x4: 
EDO ee vi 95 


34x3x4- 


#27|-P-l + $2.95 


UNA BBO MAH” 
PRI: , 


uM O CYCLE 
Stc; 24 V 6 amp. 

oa hag 
CIRCUIT RESET 
BREAKER |O amp. 
For 42" sq. 80x 
MTG. ALSO 23" TERI 
MINAL BOX W/KNOCK 
eee Aax6: 
S1ZeE: 7x44x |Otes 
FosTer#D| | 586 

PRICE: ve a5 


ay. a 


PRI: 


-{20 voit 
50/60 CYCLE 


Size: 8x52x42. 0 
PHOENIX#PX- 20178 i 
Price: $5.95 


x | 


V 54-66cyc} pry: 


| 20y oes 
VOLTAGE REGULATED}Sec: 25v 3 y 
PRI: 120 Ma. 

exl8 MOUN 
TED ON 4+ 
BOX PLATE THAT 
CAN BE RE-MOVED. 
WT:lLe Bas 


AUTO- | SOLATION 
STEP- af STEP DOWN 


sizes 313is8! 
STK#0RD7 ss 
RICE: D0 


Pri:95/105/115/ 
1257196/21b/230/ ie e) 
250v. 50/60 cycle -C:- 6.3 
600 watt. 3 
Sec:3 TAPS, VOLTAGE 
DEPENDS ON PRIMARY 
TAPS USED. 
Ox7x5; 18 LBS. 
279605.3 $8. 


sa V5.5. A 
1ZE: x43x3 
STK4 ipresonee 


RICE: $2.50 


PRI: 
SEC? 
$1Z&:4x3x34 5 Lb 


STK#ORD762 623° 
PRicE: $1.50 


: |20v 50-60cyYc. 
: Sv. cr @ |0.8a: 
S$1ZE: 5%x34x34 
LBS. 


paiaaan VOLTS 
163 & 230 
eLahe5 CYCLE 


115 V. 60 CYCLE | ceconoaRyY voLTs 


Secs 8. 4)-V.7-75:) AMPS. 
TRANSFORMER FOR SOLD 
ERING PLIERS. USED 


I3c Pes 
CONDITION, NO CONNEC-] 4 iisy d 
2 v2 \6v- 3a | V7 


Toeacda'"§7.50"°* | GEF7466233 "$5.99 


ens sO 60 Be 
eon 


Pris 110v 60 cyrc- 
vV> 2A 


6.3 
12.6v_-1.5a 
24 X2bX4 

4 Les. 

= 5950-556: 1826 

$2.50 


ee 


| 15v 60 cyce 
5.7v. 21.8a 
wT. OL 


PRI: 
SEC: 
33 x4 x5 

GE-7469|49 


Price: $6.95 § 


Pri: 115 v. 60cyYc 
Sec: 58 v. 2 amp. 


| BO w 
4x4x38- 3 May DW 

e PRI: 120 V 60 cy 

ad-0n8421 "$4.95 Sec: 2.5 V 10 A. 

AME INPUT,SIZE, WEIGHT NO CeT. INS.LOM. 

a ABOVE, SECONDARY 54 v. 4$x34x5; 8 Les. 
Ae TAPPED 2v. |3v 5 a. | #279611.)44 
Go3790/ 1105 $4.95 {5 95 


Pri: 200/220/240v 
-60 crc 

Sec: 10v ct @ 10a 

4x44x54 wt. |ILes 

THERMADOR CS-8705 


PRICE: $3.95 


Prt: |15v60cy 


4 
2x3kx2 3 
9796|9- x3 $2.95 


FURANGE CONTROL 
Pr:120 V 5 ree CYC 


See: 
\, LB, 


SIZE: pate 
43" Eve BOX 
MTG. WHICH CAN BE 


REMOVED.#ATOOA- 
1023- | isco 


Pri: 115v 50-'33cy 
:20 VOLT LoaD 
ARR INE Cre MOUNTED ON 4" Ro, 
ELECT. BOX COVER 
3x3x2e3 2 Bs. 
Fe ohs60 $1.25 
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8 ft. Tubular steel, cooper coated and 
painted sections. These screw together 
‘| to make any desired length. MS-49 being 
the top & smallest section increasing 
Pin size through MS-50-51-52-53 to MS-54 
being the larger one. Either the MS-53 
or MS-54 will fit together to form any 
additional heighth desired. Example a. 
§ 33 ft. vertical may consist of one each 
MS-49, 50,5t,52, and 7 each of MS-53 or 
itv may be finished out on the bottom 
with 6 MS-54 sections. Self support to 
about 18ft. Average ‘Jt.app. 3/41bs. 
‘once 50- sas 52- 53 


~~ 


. 


eS 


t f- dtok 


0 of NSeoe MAST SECTIONS. SIZE MTG. PLATE 5"x6''x 
{Oe HIGH. Wr. 9 Les. PRICE faa thws icenutte 95 
| MP-22A SAME AS ABOVE EXCEPT MOUNTING HOLE 1S FOR THE 
; aa WITH THE , Ms-49, MS-50 and MS-51. THIS WILL 
‘3 


2 PRICE.-.$4, 75 


WHIP ANTENNA 7" extenoep, 15 iN. 
COLLASPED #CCI-5[048 2 Las $1.00 


CU-168 ANTENNA COUPLER;PRovIDES 
MEANS FOR OPERATING 5 RECEIVERS 
a FROM ONE ANT. UNBALANCED LINE 
{NPUT NOM. INPEDANCE 70 OHMS 
ON GHUTPUT ALSO. FREQ. RANGE 2 - 
32 mc. EACH COUPLING CIRCUIT 
HAS 4/|2AU7 TuBeS. POWER REQ. 

ve 50-400cY. "RACK MTG. 19x83; WitH TuBEs, UG-21 
| COAX. CONN. & MANUAL. ut 75LeS. mete $09, 98 


PAINTED GREY, 2!" FEED FOR 
iernon: 7100 Me. THREE INCH ROUND MTG. 
OR WAVE GUIDE size 1-5/16 x 5/8, Four 


cof#463-2252-1. SHPG. wT. IN CRATE 225 
+ $29.95 DeFRost atTacumenT $5.00 ExT 
LESS FEED SHIPPED IN CARTON WT. 79 
a8. SLIGHTLY DENTED a 00 FeEo $5 


REFLECTORS Bittartirtat Mamtrin 
UM, NOT PERFORATED. 
JOUNTED BY FRAME WORK OF REFLECTOR AND BRA 
-KETS WITH HARDWARE, GUYS AND ADJUSTMENT 
FOR AZIMUTH. StzE:'8 FooT x 6 FOOT, NET 
. als 125 LBs. sHpG. wt. 375. Price: *$50. oe 


an, 


-150/ AE Whip Antenna 30" long with ft. 


matching coax cable & S0=239 plug. $1.50 © 
AS-97/ART Whip same as above except 72"rod. 1.95 <4 
Cotes lard Horizontal folded dipole as used —_ 


. « 108-110 MC, _UMUSED $5. 95: 
ricci Antenna 150 to 180 M 095 ee 
Stub Antenna £/S0i-522 1co-aS6u0. (98 


Pe auiED SPUN ALUMINUM, —@ 
BANO CAN BE REMOVED. 


STRAIN 


AMETER 29" x 27" 

-OCAL LENGTH 5" INSULATOR 
HOLE DIAMETER 2§" Sise 1x3 
‘SHPG. WEIGHT 6 Les. 4 for $1, 


>a ‘ 2 we 


PLOT Zes 
UG-2 
To F 


AN-109 WH1iP- ANTE 
PRICES: 


Prices: $ 


ED ROD W/CONE INSULATORS 2/x2x| EA. END 


ADJUSTABLE INS. 


AN-745 TELEScoPI 
PRICE: 


$1 


PRICE: 
AN-20T CHROME 
PRICE: 


2A-124 ALUMINUM 
PRICE: 


MX-138A TARGET CORNER gare 
REFLECTOR FoR RAFT RES- — 

CUE. CONSISTS OF A CUBE © 
& 6 : 
LECTING FABRIC TRIANGL 
ATTACHED TO ARMS & FAC 
OF CUBE. ADAPTER !#S PRO 
VIDED FOR ATTACHING TO OAR 
SHIPPEO FOLDED, wT: 2% LBs. 


ARMS 28" Lo. 


ANTENNA COUPLER 


REMOTE OPERATION. 
“RANGE APPROX. 
mc. 200 watts. MOTOR- 
{ZED VARIABLE VACUUM 
CAPACITOR SOO MMF. 
7500 volts. ALSO ROT- 
SERVO 


ARY INDUCTOR, 
MOTORS, FAN, 
TYPE RELAYS, 


10 
SW 


tuBes_ 4/5727, 2/5670 ,3/620| 
$1ze:24x7x8: wth 25 1 


GROUND 


ANTENNA 8 


a 


TOR 


8 feed thru insulators 
size 4 x 1, mounted on 
ix 9 terminal strip. 


Each strip $.35 


N/RECERVERS IN THE 
1000-60 

RANGE ,6" MOUNTING W/HARD =” 
JG-22’ coax. RECEPTACLE. 


AN AN AN MP AN 
~50¢gea. MS-54 .75ea [109 130 745-74 75 


$l. 
AN-117 WHie ANTENNA; 
50 


1.00 EACH 


‘AN-130 Gooseneck WHip 30", 
INSULATOR LISTED BELOW, 


ELESCOPING 20" 


2 To 24 MoTOR ONLY NEW » 7s 50 
g A-27 PHANTOM ANTENNA useD 
ma W/ BC-653/19} 100 w. TRAN 


Ground plane antenna to cover 
20 to 50 MC. Made from surplus 
_ insulated base & screw in type 
mast sections, Mounts on 1 to 2 
inch pipe. Specify operating 
frequency range. 


AN-45 TELESCOPING 
i ae 


LP-2!1LM LOOP ANTENNA 
USED FOR AIRCRAF 
RADEO- COMPASS 20 
1500 kc. CONTAINS 
K-2 MOTOR and MC- 
7 AUTOSYN COMPEN 
SATOR THAT OPERATE 
FROM 26 v. 400 crc. 
USED IN CONJUCTION 
WIiTH |-8] or |-82 
INDICATORS SHOWN 
ON PAGE SO OF CAT- 


AS- | 25/ APR 
ANTENNA; 
FOR USE 


O mc. FREQ. 


6x8; 418. $2.95 
i COAX. CONNECTOR 
IT ANTENNA 50¢ 


eee we ee ee eo me wee 


reregAT-598/APT WHIP ANTENA | ALoc. WiLL ALSO WoRK on 60 cYc BUT NOT 

- commas SOR" G, | AS ACCURATE. $1ZE:20x!6x10: wr: 15 Les, 

WITH COAX. REC. F/UG- PRICE: USED $9.95 PL-112-108 set $4.00 
100A/U_. wr: 5 Les. $1. 50 


MATCHING COAXIAL LINE RG-14 


jit w/2UG- 100, Is “UG- 109 $2. 


AS-69/APT 535-700 MC. Two — 
CROSS DIPOLES BENT DOWN” 
WARD TOWARDS A SCREEN REF- 


AT-33 DIPOLE ANTENNA LECTOR (REFLECTOR NOT SUP- 
200-250 Mc. WITH UG-22 PLIED) WAVE TRANS. $ WAVE 
COAXIAL CONN. 2AGBEA-36 : PHASING. TAKES UG-2]! CONN. 
WT: 2Les. et MOUNTING, 94"Hx8"D. Bre. $9.95 


SPREADER 
oe ———— 
WHITE CERA 
3/4''x4" 22" HOLE. CE 1°68: 
.25 EACH 5 FOR $ 
3/4" 


x 127,10" HOLE cENTERS 
$.45 EACH, 3 FoR $1.25 


MN-20 MANUAL ROTATABLE LOOP 
ANTENNA, USED AS A DIRECTIO 
FINDING ANTENNA IN THE |50 
To 1500 Ke FREQ. RANGE WITH 
MN-26 & RA-10 RECEIVERS oR 
ANY OTHER TYPE IN THIS RANGE 
USED $2.95 unused $3.95 
zs -52 AZIMUTH CONTROL 
oS BOX w/0-360 DEG. OLA 
»LIGHT & CRANK USED 
"WITH MC-124 FLEX 
IBLE SHAFT THAT 
1S CONNECTED TO THE LOOP AND 
WHEN CRANK IS T sen LOOP TURN 
UNUSED $2.9 
MC-|24 FLEXIBLE SHAFT FOR a WITH LOOP 
AND CONTROL BOX, 5% FT. 
EacH EXTRA FT. 25¢ SPECIFY/SHIP CLOSIE 


NNAs 5 FT. TaPeREO 1/4 To 1/8 
56 83. 68 


EACH Six (6) FoR 


6 FT. TAPERED 5/8 To 1/8 
Each Stx (6) For $3.00 


TRANSMITTING LEAD-IN 
INSULATOR, 15" te. Uys | 


BETWEEN CONES.#4238, a 00 


nc WHtp 8 FT. Taper 5/8-|/ 
Six (6) oe ue 00 


SCREW BASE FITS 


CABLE FOE ANTENNA LEADIN 5 WIRE SHIELDE 
WITH PLUG TO FIT eee OTHER END BARE 
wire 8 FT. LG. #AC58267 


~00 EACH 


Six (6) For $ 4.00 
AS-313/ARN-6 LOOP ANTENNA 
WITH MOTOR AND AUTOSYN 
TRANSMITTER. USED wiTH ARN 
~6 RADIO COMPASS THAT TUNES 
FROM 200 To 1750 Kc, oPER- 
ATES FROM 26 VOLT 400 cycLe 
$rze:10xl1x5; wr: 15 ces. 
Price:(aS ILLUSTRATED) useo $7.95 


RL-42 REEL MOTOR GEAR BOX qi iigg’, sista 


Six (6) For $2.00 


Roo 3/8"x 6 FT. NO TAPER 
.75 EACH Six (6) For. = 00 


D0 EACH 


|2 REF 24 votT D.c MoToR 1/8 H. 


REVERSIBLE WITH MAGNETIC 
CLUTCH AND LIMIT SWITCHES 
USED IN ALRCRAFT FOR 
LETTING OUT AND REEL- 
ING IN ANTENNA WIRE. 
$1zE: 12x4hx44; wr: 10 Bs. 
PRicEs. Motor & GEAR BOX ONLY cei ceade 95 
MC-235 REEL BoBBIN "* ne 250 


FOR _ 


SMITTERS FOR TUNING & LOA 
Me DING.CONTAINS 0-150 MMF, 
Bete wioe spaceD 3/16" VARIABL 
COND. & 2/12 onm 40 w. 
NON-{NOUCTIVE RES. IN MET” 
AL Box w/knoB & O-{00 scaLe. wr: 3 Les. 

| 33x7x43; Price: useo $1.95 Re-new $2.95 


PLATE 
ITCHES, 


PRICE 
USED $29.9 
CAPACITORS, RESISITOR 

ETC. 
LBS. #0821-658-3692 


AERIAL MATCHING UNIT 
NO. Cl ZA/CAN 9268. 
ery we FREQ. RANGE 2 To 8 MC. 
mame 00 TO 100 WATT, DEPEND- 
m ING ON FREQ. CONTAINS 
VAITABLE CAPACITOR,. TWO 
VARIABLE INOUCTANCE TUN 
ERS, COUNTERS FOR PA 
TUNE AND ANTENNA TUNE. ™~ 
ALso 12" "VU" METER ETC 
SIZE: 8x5x|0; wt: 8 Ree 
Price: usep $18.9 


Were 


‘WITH COVER 


SMALL ANTENNA INSULATORS 


NEON Insulating mata made 
LIGHTING of polest 
ARRESTOR Size lixl tg-hole 3/h" 
demey | ANTENNA HI=POWER Receptacle size 3/8x2), TH. 
3% * PHOSPHOR 4, for $1 STOCK # 2Z3021=227 


BRONZE #16 
| CoNDUCTOR 
WITH 2 SNAPS & SLIDE 
CONNECTOR, INSULATED. 


AN-22 " 20" 065 


Fits ANT. ie 1, 

_ Sise 7 MTG.hole 5/8" 
» Receptacle size 4 x 20,TH. 
Fits any of the UHF Rods 
Stock # 2Z73062=237 . 
Specify type each $.75 


STRIP 


CABLES 
NEW 


PRICES LISTED FOR LENGTHS INDICAT 


Coaxial Cable 
FOR LESS THAN 
3c Per Foot! 

RG-54 A/U CABLE— 


RG-9B/U. 51 25 Fr. 2/UG-21 GEPI9 $2.25 


RG-58/U 53 26FT UG-88/2 GEPI9 


G-62/U 93 22et 2/UG-88  CG-14 
RG-62/U 93. 35rr 2/UG-88  CG-1I4 


RG-62/U 93 130FT oo 88 


fu 95 40et PL/284 CD-879 
/) 95 46¢rT PL-284 CD-878 £80 
/) 95 SOFT PL-284 CD-877 


COAXIAL CABLE 


NEW MANUFACTURE AND BRANDED WITH STANDAR 
TYPE NUMBERS TO MIL-R-|7A- SPECIFICATIONSS 


EOD, IN- 


TYPES MAYBE ASSORTED TO OBTAIN THE LOW PRICE 


DESIGNED FOR LONG LIFE & CONSTANT ATTENUATION 
58 OHMS,.250 OD. with POLYETHYLENE JACKET. 


370 FOOT ROLL $10.00 70 FOOT ROLL $ 14.95 
LESS THAN SPECIFIED LENGTHS .03 per FOOT 


‘COAX CABLE ASSY. 


OHMS LENGTH CONNECTOR STOCK# PRICE 


JACKSON MODEL 665-J~ 
el ey 
VoLts 0 
* 30/150/300 


oe a 
LESS METER zt ch Sree SQ 


WITH SCALE 0-30 & 0-150. 
$1z€:83x9x4e: wr: 5 ces. 
USED $3.95 


BETWEEN LENGTHS USE THE HIGHER PRICE 
LESS THAN 100 FEET ADD 10% TO HIGHEST PRICE DUMMY: LOAD 
- ! aks re see Se AN/URM-13 DUMMY GAD Sok F 

TRANSMITTER IN THE [00- 

RG-8/U 52 0HM .12 «I! .104 {9 MC RANGE 5 To 20 WATTS. 

RG-11/U 75 OHM .14 13 ote “lt DA-38/URM~ 13 DUMMY LOAD WITH 

RG-58/U 53 058 305¢. 5.05 044 UG-21 COAX. CONN. AND FOUR 

RG-59/U 73 " (07 06% .06 05% Beet 1476 LAMPS, FOUR EXTRA 


LAMPS AND { UG-83 aDAPTER 

THAT ADAPTS UG-2I_ To ie Zoo. 
IN METAL BOX 23x44x24s | LB. 
peer USED $2.95 


TS-238/TS-207 ECHO BOX witH ,200 


Se eo File bee fs DC MICROAMPERES METER 3" ano crys~ 

0-239 PL-259 u-359 eee L258 Wy TAL ADAPTER FOR RF ENERGY. Echo 80x 

ew” JUNCTION IS A RESONANT-CAVITY DEVICE DESIGN- 

$.45 ca. $-45 EA. ie. 49° EA, $.89 EA. ED TO SIMPLIFY THE TUNING AND CHECK 

10 on More 10. oR more 10 0R MoRE {0 OR MoRE NG OF RADAR BY PROVIDING A ARTIF I+ 
$539 ca. $2.99 EA, 45 Ea. A EA. CIAL OR "PHANYOM YARGET WHICH 


MAY BE USED IN USED IN TUNENG THE 
RECEIVER TO THE TRANSMITTER IF NO 
REAL TARGETS ARE AVAIL.| PROVIDES 


A CLEAR, 
WHEN SUCH AN ECH IS NOT OBTAINABLE FROM NEAR 


UG-21 COAXIAL CONNECTOR FOR ABOVE UNIT. .75¢ 
MA-1 RANGE SERVO TEST SET 
USED FOR TESTING AND TROUB 
BLE SHOOTING AIR FORCE TyP 
— “A SERIES RANGE SERVOS. 
SPECIFICALLY, THE TEST PRO: 
VIDES A MEANS OF MEASURING 
THE VARIOUS OPEATING VOLT= 
AGES OF THE RANGE SERVO 
2 UNSER TEST AND LOCALIZING 
ouB THIN A RADAR GUNSIGHT SYSTEM. 
Bowens 55M 50 MICRO-AMP METER WITH 0-60 
0-150 scales IN RED FoR ACV & 0-50/500 voc 
SCALE IV BLK. SELECTOR SWITCHES, INDINCATOR 
LIGHTS AND FOUR GORN CONNECTORS 12M & |2F 
WHICH ARE MALE & FEMALE |2 CONTACT ALSO 


1.90 CABLE WITH MATCHING DETACH PLUGS. 
Stze,104x!0x7S 1N ALUMINUM case. WT; 18 LBs. 
«75 Price: Re-new $ 


1.00 {[DENTIL FICATION SET 
LOn nS RT-82/APX-6 RADAR \INDENTIFICATION SET 
10 1.00 RECEIVER-TRANSMITTER COVERING 
10 1.95 RANGE OF 950-1150 


CABLE USED WITH PRICE 

3E.7243-2 52 in. TCS/Rec-pPs $2.75 

3E7273-19 SKCI6-23% 29 IN. TCS/Trs-ps 2.75 

CD-515 48 in. BC-669 £95 

CD-501 F/BC-654 & PE-103 095 nas) | 

CD-548 2EA PLII8 9 FT. TEST SET 4.95 vee Pilot ch fe Lei ' me 2 
CD-549 2/ PL-112 FT. TEST SET 4.95] TRANS-REC-LO FREQ. CONTROLS. VOLTAGE REQUIRED 


9 
CD-526 2/ PL-153 o 
CD~-532 2/ PL-152 Giabets 

Bee 


UG- Z60/1 BNC PLuG 


USED .20 EA. 6 

UG- 290/ REcpT. " ye Steele 
UG-2 3M ¥ Pane. J" u 2 
UG-88 /U " Prue " " 6 
$0-239 UHF CHass NEW eA) 
L-259 APUG eons We 5 

N- 359 >it EL AQW save tbe 
UG-2| N- PLue usepD 2 
UG-22 "  PaNeL Uuseo . 3 
UG-23 Vie RCH 39 3 
UG-29sPEc.BULK.": " ysep .79 2 
UG-100/U LN Prue ™ 59 2 
> REC.CHAS. ™ 59 2 

OTe Aden 79 2 

« CHAS.REC NEW .59 2 

90 Dee. useD.59 2 

1OH/1366 " StratguT * 2 


D9 
UG-260/U BNC RG. 7| u 5" to BULKHEAD 
SAME AS ABOVE t/ 209 G.UG " 


UG-260/U BNC RG-71/U “gn To UG- 29 | 
UG-260B/U BNC " Vu gM be G-262/ yp 
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FT. 274 N SERIES4. “ae 
BC- 659/620 >, fis 


COAX CONNETORS USED 


24 ano 115 400/800 cycte. Size 19x] 94105 
wt; 45 Les. $39.50 
Prices: useo $18.95 Gov'T RE-CONDs 


APX-6 R.F. HEAD A-403 p/o RF-29 

WITH COUNTERS AND ANTENNA INPUT. 

UsEs TuBES 2C42, 2C46 & |B40 
8x83x3; wT: 6 LB. $8.95 


TS-328A/U FREQUENCY METER 
400 cYCLE POCKET TYPE IN 
CASE W/TEST LEADS, 9 REEDS 
380-420 cYcLe 3x6x4 ; Les. 
Price: useo $7.95 


T-650 AC OUTPUT, i) 
s 0-| 150 
SOU «2 LBs. 
As-ts$2. 


URC-4. Test ser 


TS-684/URM-30 ANALYZER For URC-4 
RaDIO SET, ALIGMENT AND TESTING 
Contains O-| MA METER, METERING 
SWITCH, CRYSTAL OSCILLATOR, ANTENN 
CABLES ETC. IN METAL CARRING CASE. 
S1ZE:6x6x4; Wr: 4 Les. NEW 


ie pone 0-3/15/150/ 


STEADY ECHO OF KNOWN CHARACTERISTICS 


BY GROUND TARGETS.) REQUIRES UG-21 COAX. CONN. 
Size: 11x15x7; wr:15 cas. Price:Re-wew $15.00 


eee, BC-221__ | 
(2 —) FREQ. METER) 


WITH 


ATION 6 VDC .9 AMP. 
Size: 10xlGixtO; wr: 


LETTERS, COMPLETE WITH 
CALIBRATION BOOK. 


PRICE: 


teed 


TS-175 or “le 5 


TYPE AS ai 
WOT OPER i: 


CRYSTAL CONTROLLED ON 
PRESELECTED FREQ. 382. 


TS-170/ARN-5 TEST OSCILLATOR 
USED FOR PRE-FLIGHT CHECKING 
OF GLIDE PATH RECEIVERS SEN- 
SITIVITY AND AUDIC CHANNELS. 


335 MC. MODULATION FREQ. 90 
& 150 cyc. METER ts 2" 0-| 
DC plage BATTERIE 
REGOIUED 2/1.5 voc ano 2 


4 WT:2 
gases Lox 16x23 Used $12.95 


HIS 1S A SIMPLE ACCURATE 


ATED FREQUENCY INDICATING 
INSTRUMENT FOR USE IN THE 
| 125 ro 20,000 Kc. RANGE, 


A NORMAL OPERATING 


ACCURACY OF LESS THAN 202% 
CAN ALSO BE USED AS A SIGNAL] 
GENERATOR OR VARIABLE FREQ. | 
OSCILLATOR. f- 
OPERATING VOLTAGE REQUIRED FOR DRY CELL OPER~ 


135 VDOC 20 WAS 
5 1.88. 


UNITS MAY BE IN WOOD OR METAL CASES VARIOUS % 
TUBES,CRYSTAL, OR = 
USED SERVICEABLE asobo | 


PRICE: USED CHECKED FOR OPERATION$79.,50 


BC-221 FREQUENCY METER LESS CALIBRATION BOOK iy ; 
NOT CHECKED FOR eo es OTHERWISE COMPLETE | | 


we ee em ew ee ee ee eee ee 


Shion MC, SAME 
ih icn BOOK AND 


ir ccs oocelaral 


THREE 
6,333, 


LBS. 


RECEIVER 


Size: |6x8x7; wr: 15 


BC-229 RECEIVER A.M. T.R.F. 
201 to 398 KC ano 2500 To 
7700 KC BY USE OF PLUG IN 
COILS SUPPLIED WITH THE REC 
WitH stx TuBes 1/37,1/38 & 
4/39. PowER REQUIRED FOR 
FILAMENTS [2 VOLTS, HIGH 
VOLTAGE APPROX 200 To 250 voL_ts D.c @ 80 m 


LBS. 


PRICE: UNUSED WITH TUBES AND CoILs $9.95 
CONNECTOR PLUG (I) REQ.${.50 Tuntne KNoB $1 
Cc. Power SuppLy I15 voit 60 cYcLe WITH 
SPEAKER CONNECTING CABLE & PLUG IN METAL 
soapy SWITCH & PILOT LIGHT. .NEw $19.95 


1-83 DYNANOTOR TEsT SET USED FOR 2s 
CHECKING 14 voLT oR 28 VOLT DYN- 
AMOTORS. VARIABLE INPUT & OUTPUT fe 4 
CONTROLS ENABLE SIMULATION OF 
LOAD CONDITIONS. 3* METERS FOR 
MEASURING INPUT & OUTPUT VOLTS 
v-35 VDC & 500 VDC RESPECTIVELY ii 
INPUT CURRENT O-10 amps, ouTpuT 0-250 MA. 
METER FOR MEASURING teil oF Ae ie: 
THE INPUT & OUTPUT. ie 
SUPPLY ONLY A TEST UNIT 
PRICE. USED 
LCoNNEcTOR,CABLE & TERMINAL STRIP... 


$0 MC TRF RECEIVER 


3 BE 


FREQUENCY 


# To 350 


}50. Bret MTG. op 


FP FRECUENCY POWER Ha NM 
| FREQUENCY COUNTER 
CALIBRATED TO Fae gUEny oro 


R-38C/MPN- RECEIVER 30 MC 
T.R.F. PULSE RECEPTION RAD- 
AR "S-X" wiTH AFC AND GAIN 
CONTROLS ALSO TEST JACKS. 

117 v 60 cYCLE VOLTAGE REQ= | 
| LATED-POWER SUPPLY. * Vea4 


A 


xaxb08 


‘POWER ME ITER 


MC. Has 5 ma; O- 


p25 MW pena WITH CABLES. 


{IN METAL CARRYING CASE. [8 LPS. 
8Ex92x9S 


USED $15.00 


Jerzesl Noe xt oex Oke "W723 | 
- $2.75 


ols8h -51/UP 


MA. 


ALS] 


— ee Pee 
te ly A>, oc aes 


am 


TS-414 DYNAMOTOR TESTER 
THIS EQUIPMENT PROVIDES 
A MEANS OF TESTING DYN= 
-AMOTORS OF SEVERAL TYPES 
UNDER LOAD CONDITIONS. 
_ PROVISION 1S MADE FOR THE 
MEASUREMENT OF INPUT VOLT 
Ot oe Pacis _ AGE, INPUT CURRENT, OUT- 
PUT VOLTAGE, OUTPUT CURRENT AND OUTPUT: REPPLE 
VOLTAGE OF BOTH SINGLE AND MULTIPLE OUTPUT 
‘| OYNAMOTORS. METERS; INPUT D.C.V. 3 INPUT ADC 
eas HA DC OUTPUT VOLTS 
POWER REQUIRED: voc AMPS. 
‘Size: 27x214x172; Wr. 106 Les. $35.00 


1-208 SIGNAL GENERATOR FM 
USED AS A STANARD OF VOLT- 
AGE, FREQUENCY, AND FREQ. 
DEVIATION, FOR THE TEST, 
ALIGNMENT, CALIBRATION AND 
SENSITLVITY MEASUREMENT OF 
FREQ. MODULATED RECEIVERS. 
1.9 To 4.5 mc. & 19 To 45 
FROM 
| 0-5 Kc EACH SIDE OF CENTER FOR THE LOW BAND 
} ano 0-50 Kc FOR THE HIGH BAND. THE FREQ. IS 
_] CONTROLLED BY A CRYSTAL CALIBRATOR WITH ACC- 
|} uracy oF .03 PERCENT. FIVE MODUALTION FREQ. 
‘| are avaicasce 150/400/1000/2500/5000 cyrctes 
ALSO EXTERNAL MOD. CAN BE USED.OUTPUT VOLTAG 
up To 100,000 MicRovoLTs IS DELEVELOPED AT 
HE TERMINATION OF 30 OHM LINE AND IS CONTRO 
-LED & MEASURED BY A CALIBRATED ATTENUATOR, 
MULTIPLIER AND RF VACUUM-TUBE VOLTMETER. 
| SPEAKER & HEADPHONE JACKS ARE AVAILABLE FOR 
MONITORING. TUBES USED 1/5U4G, |/6AG7 1/955, 
 1/68Q7,3/12SA7,5/12SH7,2/12A6;1/DC-28 500 Ke 
CRYSTAL. OPERATES FROM | |5V 60 cYcLE oR BY 
USE OF A DM-64 DynamoTor FROM 1/2 voc. 
THE CALIBRATOR AND AUDIO OSCILLATOR UNITS 
ARE PLUG-IN.THE POWER SUPPLY IS VOLTAGE REQ- 
ULATED WITH OUTPUT OF 275 voc @ 150 ma & 
| l2v, 17 CAN BE_USED To OPERATE BC-923 REc. 
| Stze:18x114xl0%; wr: 125 ces. 
| PRIcES: WITH TUBES AND CRYSTAL 


Useo $29.75 
w cal 


" METER, 
O| SPEAKER,GOOD POWER suUPPLY " 


wt 
" 


Tv, 
tt 


CORDER 


> 1C/VRW-7 SOUND RECORDER 
“WIRE TYPE, ONE INPUT CHANNEL 
+600 oHM IMPEDANCE, 290 R.P.M 
= RECORDING SPEED. Freq. RESP 
mes once 300 - 3500 cps. ConTRoL 
CAEN OR MICROPHONE & SIDETONE. WITH 2 
2807 TuBes & MX-303A/ANQ-I RECORDING WIRE. 
FOR 60 MINUTES. VOLTAGE REQUIRED 24-28 voc. 
THIS IS_RECORDER oNLY NO PLAY BACK. 
—$12€:123x78x6s; wr; 18 Les. Price: useo $9.95 


4 


Seem CONTROL PANEL 


MR-160 OPERATORS 
CONTROL PANEL 
Has EIGHT TELEPHONE 
; ; TYPE LEVER SWITCHES, 
6 EA. | MAKE 2 BREAK; 2 EA. OFF/4 MAKE 


SIX INDICATOR LIGHTS EE PHONE 
— JACK. STANDARD GOLD»: nc, 45" HIGH & 
83" DEEP; wT: | es PRICE: USED $8.95 
oe a j-|99s"TEST= SET 
DYNAMOTOR & HAND GENERA- 
TOR TESTER USED TO CHECK 
EQUIPMENT UNDER LOAD CON- 
DITIONS. INPUT VOLTAGE 
READINGS 0-60 voLtTs Dc & 
~ 60 amps. 0.C. OUTPUT VOL- 
~ taces 0-1200 voLTs 0.c. 
! DeCe ALSO PERCENTAGE OF RIPPLE IN 
| THE INPUT & OUTPUT, ALL SHOWN ON 3" RD.METERE 
ALSO CONTROLS FOR VARING VOLTAGE & CURRENT 
UNDER LOAD. S1ze318xl2xl1,WT: 40 Les, 
Price: useo $29.50 New $39.50 


‘ DATA MAPPING 


RADAR CONS DATA MAPPING 
UNIT A-1007/FSQ; 15" CaTHovE 
RaY TUBE DISPLAY WITH 8032 
IMAGE CONVERTER TUBE MOUNTED 
{N THE GOOSE-NECK ASSY. OVER 
LOOKING THE CR TUSE, ELECTRIC 
-BCANNING AND AMPLIFIER CIRCU 
{Ts witTH 12 KVDC ano |.5 KVDC 
ors POWER SUPPLIES. MFG BY IBM 
DIX. S1ZE33x35x60; 50 


rw, 
. 


- & 600 4 wie 


STARK TUBE CHECKER 9-66 or 
DYNAMIC MUTUAL CONDUCTANCE 
TYPE DESIGNED TO PROVIDE 
EITHER REPLACE-GOOD READING! 
OR MUTUAL CONDUCTANCE VALUE{ 
1N MICROHM@S OF VACUMM TUBE 
} USED IN RECEIVERS & TRANSM+ 
| 1TTERS.WITH PROVISIONS FOR 
LOCATING SHORTS & LEAKAGE 
BETWEEN ELEMENTS ALSO NOISE 
TEST. ROLLER TYPE CHART FOR TUBE SETTINGS. 
NEW CHARTS CAN BE OBTAINED FROM MFG. WHEN 


NECESSARY. 
S$ize:!8x!7x8; wr: 45 tes. Useo $65 CHKD $75 


G4M AMMUNITION BOOSTER 
ASSEMBLY; GEAREO MOTOR 
MOUNTED IN A "UY. TYPE 
FRAME WITH THE SHAFT 
AND SPROCKETS INSIDE 
THE "U", SPROCKETS ARE 
33" pia. & SS" APART. 
MoTOR OPERATES FROM 24 
vo_tT 400 -cyc 3 PHASE 
BUT BY USING 4 MFD. 
eh x CAPACITOR MOTOR WILL 
OPERATE FROM 24 v. 60 crc aT 20 RPM FOR SPR- 
OCKETS, USE OF HIGHER CAPACITY WILL INCREASE 
RPM AND TORQUE. (INSTRUCTIONS FURNISHED) 
OUTER FRAME OF STAINLESS STEEL EASILY REMOVED 
Motor & "U" FRAME sIzE 7#x22x54; wr; |0 Las. 
GE#T-9160256-G4M §~ UNUSED $4.95 


ene 


BC-604 TRANSMITTER 
FREQ. RANGE 20- 
% 27.9 MC Output 
APPROX. 30 WATT. 
10 CRYSTAL CON- 
TROLLED CHANNELS. 
FREQ. 54 TIME 
CRYSTAL FREQUENCY 
12 Vo_t DC oPERA- 
TION WiTH DM-35 
DYNAMOTOR,. 24 
Vott DC OPERATION 
WiTH DM-37 
DYNAMOTOR. BATTERY DRAIN 20A. ON 1/2 VOLT 
TUBE LINEUPs 1619 DousBLerR, 1619 TRIPLER,I619 
Ist RF AMPLIFIER, 1619 RF RecTiFier, 1624 
PoweR AMPLIFIER. 
Size: 18"Lxi14Hx!03/8"D. WT: 60LBs. 
LESS DYNAMOTOR. RE-NEW $9.95 


FT-237 MOUNTING BASE RE-NEW $9.95 


SHOCK MouNT BASE TO HOLD ONE BC-924 TRANSMIT- 
TER AND ONE OR TWO BC-923 RECENVER OR, ONE 
BC-603 RECEIVER. SOCKETS ON THE BASE WILL 
MAKE ALL OF THE NECESSARY CONNECTIONS TO THE 
SETS. TERMINAL BLOCK MOUNTED ON THE BASE FOR 
REMOTE CONTROL CABLE. WT: 44L8s Size:!| 3/4" 
Wx | 3/4"H x 33 5/8"L. 


1-6] TEST SET 
FOR TRANSMISSION MEASURING 


PORTABLE BATTERY OPERATED 
UNIT USED To MEASURE LOSS 
ES OR GAINS IN CIRCUITS 

OR APPARATUS. AUOIO OSCI~ oe 
LATOR FREQUENCIES OF 500, ¢ 
1000 ano 2500 crcLes WITH 
LEVELS oF -40pemM,-20 oem oR U oBM INTO A 600 
OHM LOAD, THE RECEIVING AMPLIFIER IS CALIBRA- 
TED TO MEASURE LEVELS FROM A 600 OHM SOURCE 
BETWEEN -50 pam & 15 Dem IN STEPS OF 0.5 DBM 
OVER THE FREQUENCY RANGE OF 100 To 10,000 crc 
THE 0 DBM IS ONE MILLIWATT #N 600 OHMS. 


UNIT ALSO CONTAINS A EE-8B FIELD TELEPHONE, 
BATTERY OPERATED ASSY. WITH A TS-9 HANDSET. 
AND BE PURCHASED WITHOUT THIS ASSEMBLY. 

CoMES IN WOOD CARRING CASE |8¢xl0xIl1,WT: 47Le 
PRICE, COMPLETE WITH TELEPHONE assy & TS-9 
Less TEL. assy " 19.95: Ma "29,50 

{ MD-34/ARA-8 
MODULATOR KEYING UNIT 

AUTOMATIC HOMING KEYING ASSY. 

THAT OPERATES FROM 24 VOC MOTOR ° 
HAT 1S CONNECTED TO A WORM GEAR 3 . 
VHICH ACTUATES THE CODED WHEEL THAT INTERRUPTE 
HE SIGNAL AND TRANSFERS FROM ONE ANTENNA TO 

ANOTHER. ALSO HAS RELAY AND THREE SO-239 Type 

COAX. CONN. CAN BE USED AS’ A REMOTE ANTENNA 

CHANGE-OVER. S1zZ€:38xl0x43,WT: 5 Les. 

Fi PRICE; USEDccccccccvcces : $1.95 


CRYSTAL HOLDER #' SPACING AND VARIABLE 
S1ZzeE:6x5x3s; 


TS-147B/UP. MICROWAVE 
SIGNAL GENERATOR 
PORTABLE UNIT DESIGNED TO 
TEST AND ADJUST RADAR, BEA 
CON AND MICROWAVE COMMUN- 
 ICATION SYSTEMS OPERATING 
IN THE FREQUENCY RANGE OF 8500 To 9600 MC. 
PROVIDES EITHER FM oR CW) TEST SIGNALS OF 
KNOWN POWER LEVEL & FREQUENCY. THIS UNIT CON- 
TAINS A DIRECT READING FREQ. METER AND POWER 
LEVEL METER WHICH POWER REFERENCED TO ONE MIL 
LiwaTtt(DBM).USED To MEASURE THE FREQ. AND POW 
ER LEVEL OF THE INPUT AND OUTPUT SIGNALS. 
SPECTRUM WIDTH, FREQ. CHANGE, RECOVERY TIME 
AND STANDING WAVE RATIO. CAN ALSO BE MODULA- 
TED EXTERNALLY. OPERATES FROM 115 voL_Tt 50- 
1600 cyoLes. LESS CABLES,PLUGS,ADAPTER, PICK 
UP HORN.SIZE: | 14x188x!2; wr: 35 Las. NSED. 
TS-147A/UP SiGNaL GENERATOR 
TS-147C/uP_" r 


M4Al PERISCOPE witH TELESCOPE 

Two MIRROR TYPE PRISMS IN METAL 

BODY WITH M77C TELESCOPE |.5 POWER 

w/COATED OPTIC, ERECT IMAGE AND §f 

ILLUMINATED. ADJUSTMENT FOR ELEVA 

TION AND DEPTH. 

OVERALL SIZE LXGENIS 

COPE SIZE 53xli wr: 

PRICE: COMPLETE UNIT 
LESS TELESCOPE 


TELESCOPE ONLY 


PERIS= 
Boe 
7.95 
4.95 
4.95 


MIRROR TYPE PRISM 
(NOT SOLID GLass) 
(MAKE YOUR OWN PERISCOPE 

AS LONG AS YOU WANT 
$1Z6:68x 1x28; 2:8. $1.00 


8 TS-13 SIGNAL GENERATOR 

9305 to 9445 MC. PER SEC. 

WITH. CALIBRATED ATTENUATOR, 

WAVEMETER AND A A THERMIST~- 
\ Bee OR MEASURING POWER CIRCUIT. 
3'G. OUTPUT CW, FM, eehee CARRIER. RECEPTION 
cw & PULSED CARRIER. PO D0 MICRO WATTS, OUT. 
imp. 50 oHMSWITH TUBES 3/6SN7,2/6AC7, |/6Y6, 
1/723AB ( 2K25} 1/5U4G,, 3/003/VR- 105. PoWER REQ- 
utReD |/5V 6 INFORM. 

,L1éx2ix USED 


CYCLE. 


Ses FOR MORE 
O04: wt: 75 


LBS. PRICE: 


1-242 RADAR IEST SET pesicneo To 
-FURNISH A COMPARATIVE INDICATION 
OF TRANSMITTER OUTPUT AND MEASURE 
PULSE RECURRENCE RATE. CONSISTS 
oF Dummy LOAD WITH 3" meTER 0-50 
MA witH 0-|00 scaLe. SED 

$1ze 8xlOxll; 14 ces 6.95 


BALLATINE 


BALLATINE ELECTRONIC VOLTMETER #300 
FREQ. RANGE |0 To 150,000 cyrcLes 
VOLTAGE RANGE ONE MILIVOLT To 100 
VOLT AeC. INPUT IMPEDANCE # MEG, 
accuracy 2% To 100 xc. ABOVE s 
43!" METER, FIVE VOLTAGE RANGES. 
size: ||xox4k wr: 14 16 $65.00 


CARRIER MONITOR: WHEN couPLED 
TO AN ANTENNA TRANSMISSION 
LINE IT PROVIDES DIRECT CURR- 
ENT TO A REMOTE POSITION WHICH 
CAN BE USED AS A INDICATION OF 
wm PROPER TRANSMISSION. THE OUT- 
PUT AMPLITUDE iS PROPORTIONAL 
TO THE CURRENT FLOW IN THE TRA 
NSMISSION LINE. 
INPUT IMPEDANCE 600 oHM, oUT- 
PUT IMP. 600 oHM. OuTPUT LEVEL - 3peM FoR 
00% moo. into 600 OHM LINE. WITH TUBES 6X4, 
6J6,6AL5,V103. VotTace REQ. 115/230v 60 cre. 
QUTPUT JACKS AND CONTROLS ON FRONT PANEL. 
Auso 2 vAcuUM CAPACITORS SMMFD [5 KV AND LEAD 
FOR CONNECTING To 500 To 50K waTT TRANSMITTER 
IN THE 2 TO MC. RANGE. UNIT ALSO HAS COVER. 
S1Z€:6x6x84; 15 LBs. #1028017 unusec $4.95 


TS-32/TRC-1 TEST OSCILLATOR 
USED FOR ALIGNMENT OF R-|9 
FM RECEIVER THAT OPERATES 

IN THE 70-100 MC RaNGE. 

WITH TuBEs 6SN7,6SL7 &6SH7 
SWITCH FOR MODUALTION, CAR- 
RIER, SO-239 coAXx. CONNECTOR 

CONT- 
HIGH VOLT. 

6.95 


ROL FOR ADJ. FREQ. REQUIRES FIL. 
5 LBs. USED 


RADAR SET 


RT-39/APG- 5 RECEIVER-TRANMITTER e/o 
APG-5 RADAR SET.FREQ. RANGE 2500 To 
2600 Mc. PowEeR ouTPUT 0.5 KW, OPER. 
RANGE 200 To |800 YOS AGAINST AIR- 
Pe, cRAFT 5000 YDS AGAINST SHIPS,REMOTE 
A CONTROL, THIS UNIT SUPPLIES RF PULS 
TO ANT. AND FEEDS REC. ECHO TO RAN- 
GE UNIT.PULSE MODUALTED CRYSTAL MIX 
, ER. POWER REQ. |15V400 cre ano 24 
at voc. TuBes REquiRED |/2C43, 1/2040, 
hep 329, 9/68K5, | /2x2,1/5Y3, VR-OS, 1/1B27 AND 
CONNECTOR P 
1Z ee Sve 16x10; wr: 25 tes. Lua ges0p 
PRICE: WITH TuBES $39.50 Less TuBES $20 


CP-8/APG-5 RANGE COMPUTER; useo w/ 2 
RT-39/APG-5 R/T LISTED ABOVE, a 
RECEIVES VIDEO FROM R/T AND FURN- 
ISHES V PROPORTIONAL TO RANGE TO 
SERVO AMPLIFIER. POWER REQ. 115 V. 
400 cycle aNd 24 voc. WiTH TUBES 
2/5Y3, 2 ire 2/6SJ7, ae 7,5/6SN7, 


I 
I 
Siz 


1/6Y6, 1/884, 1/VR-105 & 1/VR-150. 
Atco ba VDC’ BLOWER. 
S$1Z€:16x}O CANNISTER COVER INCLUED. 


WT: 25 Les.(DEMILITARIZED ‘BUT NO 
EFFECTIVE DAMAGE. ay 
PLUG CONNECTORS $2.00 EA. 2 REQ. 


AM-61/APG INDICATOR AMPLIFIER; 
USED WITH APG-5 ano APG-15 system 
with [D-116 ears ais REQ. 
115 v. 400 c WETH 
TUBES T/6SN7, T75¥3 ease, 1/8016, 
3/VR-105, aso 24 Voc BLOWER. 
Stze: 16x10 CANNISTER COVER INCL. 
Wr: 25 Les. $19.95 
Puss $2.00 Ea. 2 REQ. 


|D-93/APG-13 RADAR INDICATOR; 
GIivES TYPE M INDICATION, TYPE 
INDICATION WITH A STEP ADDED 
OF ouTPUT OF RT-39/APG-5 REC. 
TRANS. Gorseneas ABOVE). 


PoWER REQ. py cyc AND 24 
voc. WITH ayy: 3BP | ,2/6H6, 
6/6SN7,1/5Y3 & fs 2x2. ALL coN- 


TROLS ON FRONT PANEL , VERTICAL 


HORIZ., INTENSITY,ZERO SLOPE,MARKER AMPLIFIER 
REC. GAIN, YARDS RANGE,FOCUS ETC. 
S1ze:8xl0xl6; wr: 25 tes. NEW $19.95 
CONNECTOR PLUGS, |. To RT-39, | To C=] stcGut 


ANDO | FOR INPUT. POWER, EACH PLUG $2.00. 


RADAR JAMMER 


JT-26/APT-2 RADAR TRANSMITTER; 
500 to 700.mc, RADIATES 5 WATT 
oF R.F ENERGY WHICH 1S MODULA- 
TED BY A 93l MULTIPLIER( PHOTO) 
FOR NOLSE GENERATOR, 3 MC CARR 
a {ER BAND WIOTH. Power REQ. 115 
*yv. 400 to 2600 crc. ano 24 voc 
Ven : (368, /207 yer |/2X2, 2/5R4,2/6aC7 
| /6AG7,2 | - 
Size: 16#x8x20 7:30 LBS. UNUSED $19.95 
eubaeunon PLUG $2, OO ANTENNA PLUG $.59 


CANADIAN PERFORMANCE TEST 
SET TYPE QE! 740.PoRTABLE 
UNIT FOR CHECKING SARAH 
BEACONS RBDS ETCc.CoNSISTS 
of A RECEIVER USING TUBES 
2/CV236! AND TRANSMITTER 
CV-468 FOR CHECKING AT APPROX. 244 MC. WITH- 
VARIABLE TUNING ON EITHIER-SIDE. PHONE JACK 
FOR REC. BUT THE TRANS. 1S FOR USE WITH A EXT 
ERNAL CODING DEVICE WHIC 1S NOT SUPPLIED. 

Has 38" 0-200 D.C MICROAMP. METER WITH METER 
ING SWITCH FOR CHECKING VARIOUS CIRCUITS. 
PoWER REQ. 90 & 420 voc. WITH TUBES AND ANTE 
NNAS IN CARRING CASE. 

Size: |5x84x9: wr:l10 Les. Price: useo $9.95 


pease a MEIC E 

, | 5 RT-35/AM RADIOSONDE TRANS- 
MITTER- RECEIVER 675 to 725 
- |. MC, USED FOR WEATHER AND 
-/ ~ RADAR OBSERVATION WitH 4/1L4 
ee & 1/2035 TuBes. VOLGATE REQ. 
90 voc & lévoc Size 34x43x}0: wr: 
5 uss. Price: NEW $3.95 


t COLL INS 156B-4 ANTENNA COUPLER 
: 400 MC, FOUR TUNEABLE CAVITIE 
a See SETTING UP TRANSMITTER ON DIF 
i FERENT FREQ. FOUR JONES MICRO- 
®! MATCH COAX. ADAPTERS.METER 23" 
m, O-200 MiCROAMP. WITH SELECTOR 
SWITCH FOR MEASURING THE OUTPUT 
4 OF EACH CHANNEL SELECTED, METER 
/ScaLE 0-200 watts. power OUTPUT. 
$1Z€:25x17x22; 50:es. usep $50.00 


“VR-1(50,1/5Z3 & 2/RK-60. THE RM-40 


BD-62 SWITCHBOARD; HAS PRO- 
ipsam | VISIONS FOR’ | TELEPHONE, 2 
OUTPUT AND 8 MICROPHONE CIR- 
CUITS WITH LEVER TYPE KEYS 
DROPS AND PATCHING FACILITIES FOR ALL CIR. 
aise. 32x82x8s; wT:: 30 Les. vusED $9.95 


FE-10! TELEPHONE RINGING EQUIPMENT 
USED FOR CONVERTING 20 CYCLE 
Rineena To 1000/20 cycle aso 
Le cYCLE To 20 evcre nagnees. 
i ATING- TEL. DROPS ON 2 CHANNELS. 
ome OPERATES FROM 1369535 v. 60/60 
ae " Cycle on 12 voc. WITH TUBES 6 
aa | /EV66T. 19x9 RACK MTG. SHIPPED IN WOOD 
chest 100 Les. Price useo $9.95 


TG-30 REPEATER, TELEGRAPH 
TERMINAL FOR TRANSMITTING 
OR RECEIVING ON A HALF 
DUPLEX ONE CHANNEL OPERA] 
TION.CAN BE USED TO INTER 
CONNECT NEUTRAL AND POLAR 
ENTIAL OR TWO PATH POLAR 
TELEGRAPH OR TEECETYPEWRITER SYSTEMS ON SIMP 
EXED OR COMPOSITED RETURN CIRCUITS.SPEED 60/ 
66. OPERATES FROM 115/230 V. 50/60 crc & II 
voc SHIPPED 1N WooD cHEST 25x16x!14; 175 Les 
Price: Useo $9.95 Re-new $16.95 


RC-263 TRANSMITTING EQUIPMENT; 1.5 To 10 MC 
CRYSTAL CONTROL OR M.O. ON ANY 4 PRESELECTED 
CHANNELS WITH LOCAL OR REMOTE DIALING OF "ON" 
OR "OFF" CHANNEL SELECTION ETC. 75 WaTT c.W 
90 WATT PHONE. PoWER REQ. 100 To 260 v. 25-60 
CYCLE FOR OPERATION OF THE BUILT IN POWER SUP- 
PLY. THE BC-1100 TRANSMITTER a BE OPERATED 
REMOTELY AND COMES WITH Tuses 6/6L6,3/807, / 
CONSISTS OF 
AMPLIFIER W/LINE LEVEL METER, MICROPHONE CIR« 
SWITCHING AND PULSE DIAL CIRCUITS TO CONTROL 
THE TRANS. WHIC CAN BE DONE OVER TEL. LINES. 
WittH tTuBes 2/6J5 & 1/80. 
TRANS. SIZE; |8x404 x30; wr: 411 ves. 
REMOTE "! 10x 14x1 383 wt; 50 tes. 
SPARE PARTS BOX cONTAINS THE OPERATING -TUBES, 
SPARE TUBES 16 SAME AS USED IN EQUIP. 2 HAND 
TYPE CHROME, CARBON Mics. [00 oHM,7 METERS, 
8 RELAYS, 1 switch, 25 RESISTORS, "20 CONDENSER 
110 FUses,2 Rect. 2 RHEO. 2 Pots, 24 LAMPS-ETd 
ALSO 2 MANUALS. SPARE PARTS BOX WEIGHT 72 LBE 
Price:BC-1100,RM-40 & sPARE PARTS $195.00 
witH BC-1100'& RM-40 w/operaTing TuBes $150 
mMaNuALBC-1]00 w/opeRaTine Tuses $125.00 


RM-40 REMOTE CONTROL UNIT ONLY $35.00 


PORTABLE RE 


EE-89 TELEPHONE PEPEATER; PORTABLE 
BATTERY OPERATED, 2 WAY LINE UNIT, i 
CAN BE USED AS TERM. OR INTERMEDIATE @ 
AMPLIFIER, USES ONE SQOGT TUBE, IN- 
CLUDES HEADSET ELEMENT FOR MONI TOR- 
ING AND GAIN CONTROL, BATTERY VOLT- 
AGE REQUIRED 1.5 & 90 voc. IN wooo 
CASE W/CARRING STRAP.SIZE36xX9x8; wr: 


AMMUNITION FIRE CONTROL POWER 
MISTRIBUTION PANEL |71E608GI & 
SISEI47G1; Two DIALS THREE GEAR 
CONTROL, 2 THREE DIGIT COUNTERS 
WITH MANUAL RESET AND HOLO 24 V 
@PERATION, 7 SWITCHES, TERMINAL 


| STRIPS ETC. 
5 tes. 
47.58 


Size: |Ixtlx5; ws 
PRICE: USED 
NAMY INTERPRONE AMPLIFIER 
USED WITH a ie ruses, 
PusH-PULL 2A6 TUBES 
CARBON MIC. INPUT 7 
70HM ALSO 600 OHM. Pict 
m@ |25 OHM. VOLTAGE REQUIRED 
12 voc & 250 voc MA. 
HAS MOUNTING FOR DYNAMOTOF 
35x032,12 voit. 
(SEE CONVERSION INFORMATION LISTED BELOW. ) 
“Size: 74xl0x7; wr: 15 Les. 
PRICE: AMPLIFIER WITH TUBES $2.95 
" & Dyn. 6.95 
KIT FOR CONVERSION TO SPEAKER OUTPUT, APPROX 
5 WATTS, INCLUDES OUTPUT TRANSFORMER, Mic & 
PHONE JACKS,SWITCH, CABLE AND PLUG FOR PLUG= 
NTO LIGHTER AND INSTRUCTIONS. $2.00 


IM-120/UPM STANDING WAVE RATIO METER 
DESIGNED To BE PLACED,OVER |3™ WAVE 
GUIDE TO DETERMINE THE STANDING WAVE 
RATIO OF THE WAVEGUIDE TO THE ANTENNA | 
SYSTEM. USED WITH DIRECTIONAL COUPLER 
CU-245/U suT CAN BE ADAPTED TO OTHER | 
SYSTEMS. UNIT HAS 6/IN25 cRYSTAL” 
DIODES AND 3S" METER FOR INDICATION. ALSO 
INSTRUCTION MANUAL. THE CARRYING CASE 1S- 
ALUMINUM SEALED. MATERPROOF AND 1S OPTIONAL. | 
Case size 9x7x5¢; wr: 10 LBS. “NEW 
Price: Less case $11.50 with case $14.95 — 


READING PAGER 


READING PACER AND READING TIMER 

THE READING PACER WILL TEST YOUR 

READING SPEED AND WILL HELP YOU 

INCREASE THIS SPEED WITH ITS USEeR 

CONSISTS OF A BATTERY OPERATED 

INSTRUMENT WITH A VARIABLE SPEED 

WHICH CAN BE SET FoR 250 To 650 

WORDS PER MINUTE, WHEN THE PACER 

BAR 1S PLACED 1N POSITION IT WILL 

MOVE IN ACCORDANCE WITH THE SPEED SETTING 

THE READING TIMER 1S A SPRING WOUND MECHANIC- } 
AL TYPE WITH STOP & GO CONTROL AND CAN BE SET 
FOR A GIVEN TIME uP TO 5 SECONDS OR CAN BE. 
USED FOR ELAPSED TIME «i 
Size: 104x14x14; 1-25 DIA. Wine 2.B. $4.95 


AN/FRR-3 DIVERSITY RECEIVING EQUIP. z 
|} USES TWO IDENTICIAL RECEIVERS OPERA- 
, TING FROM TWO DIFFERENT ANTENNAS. 
THE OUTPUT 1S THEN COUPLED TO GETHER — 
| TO SUPPLY A SIGNAL WITH REDUCED FAD= — 
“ANG EFFECTS. THE FREQ. COVERAGE IS 
-| 2.4 To 23 mc. tn 5 BANDS AND CAN BE 
)) PRESET ON ANY ONE FREQ. IN EACH BAND 
A DEAL SYSTEM 1S EMPLOYED FOR SELEC- 
TION OF THE DIFFERENT SERVICES. . 
|THE SYSTEM COMES IN A 7 FT. CABINET 
WITH DOOR FRONT & BACK AND CONTAINS — 
THE. A&B REC. MULTIPLIER UNIT, OSCIL=~ 
LATOR, REMOTE CONTROL, 
FILTER ne POWER 5087 Y UNITS 
Tuses REQuIRED 6/6J5,5 ane 155K", 2/€SN7, 
2/6SA7,7/6AC7, 5/6H6,3/6E5 & 
Power REQ. 100-130/200-260 50 bo ate 
SHPG. WT: ners 600 LBS. USED LESS TUBES 


TELEMETER PROGRAM SELECTOR 
FOR PAY TELEVISION 
CHOICE OF THREE PROGRAMS | 
WITH PROVISIONS FOR DEP= | 
OSITING THE AMOUNT OF 
MONEY REQ. FOR EACH PROG= 
RAM AS INDICATED ON THE 
COIN REGISTER WHICH ALSO 
SHOWS THE CREDIT BALANCE. THE PRE-RECORDED | 
TAPE GIVES THE PROGRAM INFORMATION. (JHE EX= | 
ACT FREQ. OF THE SIGNAL CARRING THE VIDEO AND 
SOUND 1S-NOT KNOWN BUT IS THOUGHT TO BE ABOUT 
35 Mc. WITH A 8 MC. SIGNAL FOR TRIGGERING THE 
THE CONTROL MECHANISM. SIZE:15x7x7; wr: 25 LBs 
THE ITEMS LISTED BELOW ARE PART OF THIS UNIT 
AND CAN BE PURCHSED SEPARATELY. 
CompLere unit #1001 $9.95 


CABINET ONLY; HIGH IMPACT PLASTIC, 3L88.$2.25 


REGISTER MECHANISM FROM T.V 
TELEMETER PROGRAM SELECTOR, 
SHOWN ON PAGE 24 OF REGULAR 
CATALOG. CONTAINS 2 ACTUATING#ege ede 
PLATE SELENIODS 300 & |200 = 
oHM, | 5S RPM 115 v. 60 cycLe 
SYNCHRONOUS MoToR,|! |15v 60 
OPEN FRAME MOTOR GEARED, 
CONTACTS, GEARS, LIGHTS ETC. #TeLe-Ree. 00} 
S1z€:7x5x6; wt: 5 Les. A GOOD BUY FOR $4.95 5. 


pe TAPE MAGAZINE =" CONTINUOUS REEL 
| APPROX FT. WITH RECORDING HEAD 
me TENSION ROLLERS. UNIT WAS USED WIT 
THE REGISTER MECHANISM WHICH TURD 
BED AT 20 RPM. CAN ALSO.BE USED A 
BOTHER SPEEDS IF PROPERLY COUPLED. 
PART OF THE COIN COLLECTOR FOR THE 
TV TELEMETER UNIT.#TAPE MAG. pee 
Size: Ax64x3: 2 Les. PRICE: $2.9 


TELEMETER TV SHAS SE 
WITH TUBES | 
|/12BH7 & |/6BAS8A, 4" 

SPEAKER, PLATE RELAYS 

| 3000 OHM coIL spoT & 

SPST_NORM. CLOSED,! 3000 

OHM 2PST NORM. OPEN. THE 

R.F. SECTION IS APPROX, 

8 Mc. WITH CRYSTAL OF 8135. ; 

THE [15 vott 60 cyc. PoweRSuPPLY ts 150 voe 
100 MA. AND 6.3 3a. CHassis size |04 L. x 6 
DEEP X 6 HIGH WITH SPEAKER. wT: [0 LBs. 

# TeELe-CHass. |00] $5.95 


POWER CONTROL | 


| Coutrol Sores. Filters Uudicators “Suniug Antes 
on ee FLEXIBLE 
COUPLING 


1-101 CROSS 
POINT INDICATOR 
FOR COMBINED USE 
FROM LOCALIZER 


Rec. & GLIDE rave is Ga Peony tt 

Rec. PART OF /ARN-SsiG ; om S 

5 & RU-103. SIZE, 3bxdex | a . i s, 
Ls x 


wt: gies. Used ¢ 


1020 cYCLE ACCEPT 
OR REJECT W/PL-55 PLUG ON 
CORD. PRICE: NEW $2.25 ~ 


FL-8 AIRFORCE TYPE SAME 
AS ABOVE LESS PL-55 $2.50 


ACUUM CAPACITOR 3 Muro 15 
“KVDC, PLUS OR MINU 


CERAMIG ${NSULATED FLEXIBLE 


CAMERA LIGHT FILTER <=. 


w, e 
| connectors. Size 5/8x4;80z. |" Mee _— epee th des | CouPLING FoR 13,500 vous BC= ATRCRAPT. INTERPHONE 
ENNiNGS TYPE Y-S $1-50 [ARM ing Bo eDO apy gree ty \ ELAS ONE oP 3/8" AMPLIFTE 
1? ee a sa eats ctu tecrctena ines sos ue diag MOUNTING. 2-23/32. FOR TO SHAFTS. “ 2 
69MM OLA. WRATTEN % COUNOOI EA. $.50 sed in small planes for speak 


,, ing.Has two ouncer transformers 
z tt | Carbon mivrophone input & stan-= 
age array nah rN WNE ele eee octane noaaleel 
COUNOO2 EA. $ .40 12 Or 24 volt & 250VDC.Uses 
6F8G tube.Size3x2x5 WI 31bs,. 
INSULATED FLEXIBLE COUPLING| “ith tube $1.95 Less tube $1.25 
Ix" For 3" SHAFT. 
COUNODO3 $ .25 CONTROL JUNCTION BOX No 3 
WITH CHROME PUSHBUTTON & 


kerenn ELectric No. 8047 
MMF, 5 KV,-5 AMP. SIZE: 
2x14; 4 oz. u/wBC442 $3.50 


cern wwe ee —e<-e- 


DENSITY »GO0 FOR ee 
WOLLENSAK TYPE V254 MM 
35 mm P/o PH330G CAMERA 
BAILOI-50.4 $1.95 . 


TRANSFORMER 
C-161 = $1 DO 
CERAMIC 


PL-58 AND JK-37 THREE ~- 


ROTARY PRONG PLUG AND JACK. A> JOHNSON CERAMIC COU- | BUZZER THAT WILL OPERATE 

| : Sin SWLICHES z PLUG IS KEYED To OM write 2x2 F/4'" SHAFT FROM 6-|2 vOC ALSO OTHER 

| Locat/remote 3_cIR Os HORN PREVENT INSERTING “7 FCOUNDNG 59¢ 2 Ford! | parts. S1ze:4$x5x2%: 2ces. 
iii PLUG BACKWARDS, #PC-75523 79¢ 2 For $1.50 


ex3xls Eacn $$. 


AIRCRAFT HORN METAL FLEXIBLE COUPLING FIT 


CHANNEL TOIMMER. 
“SIZE aa 4 |e LB. $1.25 


RDZ-H-307 SIGNAL WARNING PAIRaS I (Pee wne: SHAFTS. [" DEA. a PPI RADAR 
EMERGENCY. ete CERES 3 ° bea > 
Type J-| Part =. COUNOOS $ ae ao “P| SYNCHRONZER 
hen ae vote ui aaa ———__—__—_—— fs ; See GTS cance 
Bec oi oes Me. PRESSURE | side? Siege Tuces 2/6AT6 
) 1B contacts BA TRANSDUCER | eS 1/6100, 1/6096 
LAMP witH REFLE- 24x22x| > Type M-| 1/6101, CERAMIC sockets, 5 
CTOR, BRACKET & P-2802 Toss some | TEST PIN JAC PRECISION RES. 
ee ech ah __PER PAIR $2.00 fF ComPuTER COND,TRANS, SIZE. 7$x5x3 
TELECORD REMOTE CONTROL san tes Ps mesa ai 


: pet ELECTRIC TYPE 4 ies. | x 3 
) VOLT BULB. USED TAPH. HIGH LOW CONN. S- STK. NO.FOIS $1.50 


3 NEON IND. 2 SPST PUSH SW 35 CONTACT conNecToR 


w/25' 7 COND. CORD Oe wewiqs ioe | cette Stee Casa es Coe FREE FIRING BOX gina 
7 : \ ‘ ! FEMALE#40737 1ZE. 6x3x4; wt: 3 Les | BOX ga 

SKOKSE 5 5 up. new $4.95 EO LIGHT LiGTHS. ALSO waNY | Size 2Exl NO cover fren, | STK#IZ00-568-6013 $3.95 |contcins 2 ReLay fel 

-87/ART-13 CONTROL BOX Peci0-70228118 590 2 tan | | _ ~22zzecessczzezee- Se Deen acacia 

ee ince curren bre toe ee Fs SNS ia cS My ae lee BLANDING GEAR OPEN, 3 capaciTly = a. 


15 Contact, ee ee 3 

LARGE CONT. StZE |4x3.AmP 

#26-|50 F/chass.#151 w/co 
useD $1.50 


ors 2 mrp. 600 
voc, SmFo, [20 

Ve 4oo cye,2x5 
400 voc, w AND 
SHOCK MOUNTING. CHASSIS 
StZE 8x5x2¥awitH cover 8x5 
x6;,wtT: 10 ces. $1.95 


& FLASHER POSITION 

@ @ LIGHT, PERIODIC 
Ree AIRCRAFT TYPE 

See eee C-2, CONTAINS 

; m 2 FLASHER G-107 


Bee SWITCH ASSEMBLY, 
‘meee 6= SINGLE POLE DOUB 
| = LE THROW,PLUNGER 
TYPE, PLUNGER 1S DEPRESSED 
| OPENS ONE CONTACT, CLOSES 
OTHER, SPRING RETURN. 


1C JACK & CODE KEY. 2.95 


_|Volce,c.W-McW, IND. Lst5 


| PRESET MECH. W/ 24 v. DC 
MOTOR, RELAYS, GEARS ETC. 


git’ =BALLAST. TUBE, 
24 vDC RELAY DPDT, COND,RES 


Price: $ 


NICKEL CADIUM BATTERY | 3 
SIZE O8x6x5; wr; 13 Les. ze: 4x4x4: wr: 2 Les.useD 1.2 VOLT RECHARGE ABLE| S'ZE,9XCBXIB, PLUNGER 22. 
--—-PRLGE,USED. $4.95 angry war PRICE ~ 2/$1.50 APPROX. 4 AMP HOUR ne 2 LSE Ss 


1.00 EA. VERNIER DIAL 6" 
—- Je» 2 SCALES WITH 
® LOCK. USED ON 
TAJ TRANSMITTER 
MO TUNING. 5 LBS. 


Ye) DICTOGRAPH SWITCH BOX 
ee LEVER SWITCH 3 POSITION 
by OFF-LISTEN-TALK, 2 IND- 
ue §CATOR LIGHTS, 6 posit- 
yg 1ON WAFER SWITCH, 5 FT. 
ee 14 conD. CABLE, WooD 
CASE WALNUT FINISH, 2x43x3 
2 Les. #DICT. 95083 $3.95 


ba REMOTE CONTROL BOX 
3 SPST SWITCHES,2 
EA. MIC & PHONE 
JACKS ALL WATER- 
epeee eae PROOF, | DUAL POT, 
. ETC. Size 53x5#x3 aS 
WT: 3L8S.#CMX23366A NEw 75¢ re/ 
Tyga Sem ary eter PETS EN VB-16/6,12 oR 24 vot 
4 }, LENSES IN FRAME FOR PE-237 $3.95 


SIZE:#x2x6; wt; 6 Oz, 
BB-403 $2.50 


’ (i 


BC-1303 CONTROL UNIT useo 
jin [E-36 Test SET FoR SCR- 
‘1522, HAS ALL FACILITIES FOR 
OPERATION, OFF-A-B-C-D CHAN 
NEL SWITCH,MIC,PHONE & ANT. 
JACKS, TRANS,REC &REMOTE SW. 
& PL-170 RECEPTACLE. $3.95 


ww ww ew ww ww we ee ee eer ree 


VERNIER DIAL 
~ 6' O-|00 scaLe 
| ADJUSTABLE STOPS 
5 pos. USED IN 
TAJ TRANS. 4 LB. 


 BB-208/ANT RADIC: 
~, SONDE DRY CHARGE 

- BATTERIES, 4 IN 
A VACUUM PACKED 
CAN, ONE 6v 2§uHR 
THRU 30 oHMS, 3 
A S6v EA. SA HR. 
THRU 1200 OHM.EA. BATT. SIZ 
|-5/16x29/32x4-5/32;wT. EA. 
BATT. 45 OZ. 

Battery Pack (4) ,5¢ 


N-T-6 PLASTIC semen 


fein rte 
S1zeE:| x63; WT: LBS. 
: PRICE: $3 47 


VIBRATORS. 


wom, BC-1152 SCOPE 
oe §=INDICATOR 3" 
g CATHODE Ray 

Tuse SHP7, |/ 
6H6. CONTROLS 
“FOR CENTERING 


SWERT $33 TERY ae VEACH LENSE. 2! TYPES LISTED BELOW 
i Pee cod itu ace 57'§Qe 6 § | DIAMETER, APPROX ; ~95 EACH 
WITH 3 PL-259 coax. conn, | VOLT 4GNS Rts : 3 POWER. VB-1/6vo.T FoR PE-117 
Noerelgine RIGON TROL ORLAG. 2tx2; $3.95 % wT; | ce. $1.00 PE-97 & PE-237 


; ; J SAME AS VB-7 
: ole Saal 0 Bere RIGHT ANGLE DRIVE VS-3/6voLT For PE-104 
: ore 4 }3" DIAL INDICATOR. 6534/12 VOLT FOR PE-1 10 


|e BC- 1366 BC-335 
| C-4/ARN-7 Rapto Compass 
| ContRot Box useD ay ~5, 5A 
ARN-7, THREE Banos 200-1750 
| 2" TUNING METER & GRAIN OF “¢ SS 
-| WHEAT LAMPS. TAKES MC-1|24 peters r 
CONTROL SHAFT. USED $3.95 |C=30/ARC-5 BO—451 —- BC=136/2 
FT-224 MouNTING FoR C-4 Box] C=30/ARC-5. CONTROL BOX with 7 
WITH TERMINAL STRIP & PLUG |push button switches marked A,B, 
usED $1.50 C,D,OFF,1&2,Also tone,GW & voice 


BC-1366 CONTROL BOX eonsia| to & connectors. 


Price....$| 00 
CONSISTS OF 5 POSITION ROT- : 
ARY SWITCH, VOLUME conTRoL | 207451 CONTROL BOX with switches 


tone=CW-voice, on-off, 1/2/3/h 
. yA A able . $1.00 JACKS! A180 code key,mic & phone Jacks. 


BC-606 CONTROL BOX; useo 
WITH BC-603/604, HAS PHONE 
& MIC. JACK,SPST SW. VOL. 
CONTROL, TERM. STRIP ETC. 


x5/16:sPLine suart. | VB-8/2 voit For PE-157 
: ax 8 : VB-9/6 vot FoR PE-|57 
axl axles sien 3! ea 24 vo_tt FoR PE-12 
VB-12/6 vo.T FoR PE-120 
VB-13/12 vott For PE-!2 


VERNIER DIAL 23" 4 
100 to O scace. 


Takes 3" SHAFT. 
Price: $1.50 


| “Bes 
WILLARD PLASTIC 
STORAGE BATTERY 
2 vott 28 AMP. HOUR NON- 
SPILLABLE, BALL INDICATOR 
DRY CHARGE, ADD ELECTROLYTI 
size 4x5x3; wt: 4:8. $2.95 


TS=279 DUMMY ANTENNA LOAD 


Three inch pyrex 
e feed thru insula- 


tor, 1000 100 
© wa Cy: 
iH wL © test lead 
& aa \ a inet 
size x", 
» Can be used for 
a chassis. 


- 1D-14/ APN-1 
RADIO ALTITUDE 
METER, 3" scALe 
0-6 MA MOVEMENT. 
CAN BE USED AS 
A BASIC METER 
: MOVEMENT AND 
CHANGE SCALE AS OESIRED. 
Price: useo $1.50 


AUTOTUNE HEAD For ATC/ART- 
13 TRANSMITTERS. MULTI TURN 
UNIT WITH OFAL 0-100, KNeB, 
REVOLUTION COUNTER, LOCKING 


BC~136-2 Control unit with mic 


DEVICE FOR PRESETTING. Stock # TS-279 
See ee |p CaNTReL: "BY. Corgesots ” 


$.35 each Four for $1.00 Price: $1.95 “MOR priced! .95 


~ MINIMUM ORDER $3.00 _ , Poe 8 


Se 
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DC. SUPPLIES 


OPERATE FROM 115 votTs 60 cYCLE AND ARE COM- 
PLETE WITH. TRANSFORMER, RECTIFIER, CAPACITOR, 
SWITCH, LINE CORO,PILOT LIGHT, LINE FUSE ETC. 
[NOLEATED, RATINGS ARE FOR LOAD CONDITIONS. 
DUAL OUTPUT 12/14 or 24728 VOC 

6 aMPS. $1ZE 7x6$x13; Wr: 17 
STK#PS- 12/24VDC6A 

IT OF PARTS...$20.00 

WIRED: COMPLETE.... 24.9 


POWER SUPPLIES 


RECEIVER POWER SUPPLY & SPEAKER 
FOR THE FOLLOWING SETS 
R-23/ARC-5 BC-453 BC-342 
R-24/ARC-5 BC-454 BC-344 
R-25/ARC-5 BC-455 BC-348 
Ro 26/ARC-5 BC-946 BC-429 
R-27/ARC-5 RAX 
CoMPLETE WITH 6") DYNAMIC SPEAKER HOUSED IN A 
METAL CABINET WITH CONNECTLNG CABLE,PLUG, 
PHONE JACK, VOLUME CONTROL, BFO SWITCH ETC. 
iF REQUIRED» CAN ALSO BE USED FOR OTHER SETS. 
Output 200/250 voc © 90/60 ma. & 24 vac G ZA. 
input 115 vortt 60 cycle. SECIFY FOR WHAT SET. 


Size: 10xl0x6; WT: 15 cas. No. P.S(seT nuMB.) 
Price; KIT of Parts$17.00 WIRED $19.99 


BC-652 RECEIVER POWER SUPPLY W1ITh SPEAKER 
SAME AS ABOVE; KIT $20.00; WIRED $23.95 


BC-603/BC-683 Receiver P.S. 
DESIGNED TO BE PLUG IN-TO 
THE SAME PLACE AS THE DYNA- 
MOTOR WITH NO CONVERSION TO 
THE SET THAT WILL EFFECT 
% THE OPERATION FROM THE 
+. DYNAMOTOR. ONLY WORK 
REQUIRED 1D AOD ON/OFF 
SWITCH IN PLACE OF SPAR 
FUSE HOLDER. TRANSFORM-|- 
, ER ee seine 5Y3GT tus QuTeur enLe8 Ours pe @ |# A, 
OUTPUT 220 voc & 24 A. WT: 


RECTIFIER POWER UNIT 12 VDC 20 . 
CONTIUOUS DUTY sede: tweutT [15 
voLT 60 cycLe, 33" meTERE 0-15 

D.c vouTs, 0-30 Dc AMPs. COARSE & 
FINE CONTROLS, as RECTIFIERS” 
Se FOR WALL 
Size; |24x17xll3 wr: ae vere NEW 
Navy#6130-542-6140 :Moo. “#820-GS12VN- 


SCM-60360! VOLTAGE REGULAT | © 
ED 24 voLt 0.c 3 AMP. POWER] 
SUPPLY FOR RACK PANEL | 
MOUNTING. LINE REG. 
1%, LoaD 5%. THREE 
; ay capacitors 37,500 mrp 
; 35 voc, SILICON RECT. 
S1ze:194 x6RxT#: wT: 20 LBs. NEW ~ $19.95 


PP-142 POWER SUPPLY 115 V 
60 cYC VOLTAGE REGULATED 
300 voe 250 we ALSO 
6.3 @ 3.75,6.6 rhe Ae 
WITH TUBES apevea 
2/5U4G,1/6AC7 & VR-150 
ADJUSTMENT FoR B FUSEB- LINES, INDICATOR AND 
EXT. JACKS FOR OUTPUT ON FRONT PANEL. 
$1z€:98x16x12s; wr: 85 Les. used $22.50 
ese Sas lhath asd aR TI A 


TS-147 REGULATED POWER SUP. 
- PLY IN CASE WITH FRONT PAN- 


Qureur 1214 vot VOLTS 0c @ 6 aps. 
1Z@:53x Les. 
Stk be torcen 
IT OF Re ca: 00 
WIRED COMPLETE.... 18.95 
Qureur 24/28 vo_ts oc @ 4 amps. 
SIZE: 5éx94x5;. Wr: 12 LBS. 
STK ig~ 240 C4A 
OMPLETE WIRED. .$17.95 
KiT OF PARTS.... 13.00 


ae 


Output 12/14 votts oc @ 4 amps, 
; $1z6:53x94x5; Wr: 

@ STK#PS- |2VDCAA 
OMPLETE WIRED..$14.95 
KiT OF PARTS... 10. 
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LBS. LB S. ‘ Ha 
No. P.S. 603/683 eer i000 W ea $14.95 _fes-26vbel Dh Wi D.§10. 95 Hy! SE pty Tie yi eo eve aaa 
{T OF PARTS ] 3 


pur 300 y. 96 wa,6.3 @ Iga. A‘ 

6. oe pate pe 5R a 
AND f 

CASE SIZE: iebxt2xI ty WT: 35 Les. 

PRICE: WITH TUBES AND 23" MILLIWATT METER sats 

"NO METER 11.95 


RA-62 POWER SUPPLY-FoR 
SCR-522 RECEIVER-TRAN- 
SMITTER. |NPUT VOLTAGE 
115/230 vort 60 cyYcLe 
a 300 voc 230-mMaA. 
-150 voc 8 ma & 13 voc 

3.9 amp. WITH TUBES 
2/5u4 & 1/6X5. a atiiae 
SIZE: iéxl4ax11; wT; 75 Leas. PRICE: usep$ 


AC LINE PLUG ONLY $1.50 OuTPUT PLUG $ 


BC-923 RECEIVER power suppty | ---------------- gk eae es 


OPERATES FROM [15 vott 60 cycce; | OUTPUT 12/14 vorts oc @ 2 Ame 
1ZE:7x6x5 Wr: 7 uss. 
SUPPLIES OUTPUT OF 275 VOLTS DC, PS- {2VDC2A Wireo.. $9.95 


150 ma. & 12.6 vo_ts ac. 4 AMPS. 
COMPLETE WITH TRANSFORMER, CHOKE, KIT OF PARTS.....- 7.00 
CAPACITORS, SWITCH,PILOT LIGHT, 
LINE FUSE, SU4G TUBE, CHASSIS, 
WIRING DIAGRAM, LINE CORD ETC. 
Steer :54x63x94; "WT: 15 Les. 
RICE 
Riekisdl $PS-923 $22.95 


ate eee 


R-77/ARC-3 RECEIVER power suprty 


ERATES FROM 115 voLT 60 cYCLE; SUPPLIES OUT- 
ote oF 210 votts oc @ 125 MA. & 24 voLTs ac @ 
2 amps. COMPLETE WITH TRANSFORMER, Boke) CAP-' 
ACITORS, SWITCH, PILOT LIGHT, LINE Fuse ’5Y3G 
TUBE, cla SIS, LINE CORD ETC.#PS-R77 ARC-3 
$126 253x 64x94; WT: 14 LBS. LAYOUT SAME AS923) 


PRICE $22, 95 


POWER SurPLy No.7630019. 
OPERATES FROM 115 vo_t 60 cYcLe 


x AVA- 126 VIBRATOR POWER SUPPLY ; 

“, output 300 VDC 100 MA. OPERATES 
| FROM 6, 12 or od VOLTS D.C WHEN 

S THE PROPER VIBRATOR IS USED, OCTAL 
FL BASE. SUPPLIED WITH 6 VOLT VIBRATO 
e (use0 WITH AVT-112 AIRCRAFT TEE) 
as |{ LUST. COVER REMOVED. UNU 

S1ZE: 7Zx73x74; wt: |2ces. re °95 


RA-42 We Tot 152 a 
MOUNTING Vi RA-4 

CYC OPERATION, OUT- Mare ee tee 
Put 200-250 voc 100 ma 115v 525w OC: ineu 
pee HOUSED IN CABINET 7x8xE| 95-|25y, 50-d0cvo 
wt. 30 LBs. AC. PROVIDES POWER 
used $12.00 FoR | To 3 sWITCH- 
BOARDS. REQUIRES 
VOLTAGE REGULATED POWER suPPLy | OF Incl AND Two BRE : 
AS USED TS-67 Test Set,operatee, COY, NOT INCL. wT. 165 Les, sizes 22x17éxi0 
FRom 115 v. 60 cycle, output PRICE: $24.95 _useD 


R150 voc & 20 ma & -30 voc @ 40 » RBM CCT-20086 RECTIFIER POWER 
MA. AND 6.3 vac © 5 AMP .( TRANS- | SUPPLY. IneuT 115 V. 60 cycLe 
FORMER RATING Is 700 “ae rs 7. output 12 V. 60 crc 2.9 AMP. AN 


@ |00 wad P.S. CAN BE RE-WIRED FOR HI 
Power SuppLy No.7630020yr | OUTPUT)WITH TUBES |/5Y3, \/Gx5 2/VR- 150, 5606 g eerexoan Lake wre aaa RECT. 


VOLTAGE REGULATED, OPERATES S1Z€:12x7x7; 26 oe usto. $8.95 
, CONNECTOR PLUGS, 2 R PRICE: USED $|2.95 
FROM 115 volt 60 evcte Paes "05 EAs P-2003 CONNECTOR PLUG...-$1 50 


PP) oureur 200-250 Dc. @ 160- 
+3 ee MA. ee 6.3 VAC < Uf RA-74D POWER SUPPLY For Scope power suppLy 110 VOLT 
Bi exo, at 8:5 Receivers @¢-779, 794, 1004, 580-420 cycle ae 
ss 2/8157, |/VR- 105, 1/6aK7 Ii7H TRANSFORMER, 
A T/eR%G. nih 30 5, 1/ ‘e Taras $9/108/1i7/90/190/ WITH TRANG Oem CONDENSER 
: VAC = CYC. TUBE rg 
Size: 1/3x108x6 $18.95 Output 380 voc @ 50 ma.250 “WINAL strié 


»* MINAL STRIP RES} STaKe ETC. 
CABLE WITH 18 CONTACT PLUG TO FIT POWER voc @ 100 ma 100 voc 4.5 ma Size: 6x7x5; WT: 5 Les. 
SUPPLY PLUG, 4 FOOT $2.00 Tovsee Oy Wy -3 vac 7 AMP, WITH TUBES = GE Assy#7608055— $5.95 


RACK PANEL MTG. SIZE: {9x104x10; wr: [00 Les 
PRice: RE-NEW .......$24.95 


PE-|10D POWER SUPPLY FoR 
BC 669 TRANSMITTER-RECEIV 
ER. INPUT [15 vorT 60 cyYcL 
outTpuT 520 voc @ 420 MA. 
i Pit he, voc voc @ 64 MA. AND 
13, 6 vac @ 4.6 amp.WttH 4 TuBes 5Z3, RESET 
CIRCUIT BREAKERS A.C’ OUTLETS AND POWER OUPUT 
PLUG. AN OPTIONAL ITEM 1S THE [2 VDC POWER 
PACK VIBRATOR TYPE WITH A OUTPUT OF 275 voc 
@ 64 MA. THAT WAS USED FOR RECEIVER STANDBY 
AND PLUGS IN ON THE CHASSISe 
Size: 203x94x!12; wr: 100 LBs. UNUSED 
PE-|10D Power SUPPLY with I2V. Pack $30.00 


PE-|10B Power SuPpPLY SAME AS ABOVE ONLY 

DOES NOT HAVE CIRCUIT BREAKERS, HAS FUSED 
CIRCUITS. S#ZE: 14x9x|2; wT: 75 LBS. USED 
PE-|10B P.S Less [2 v. POWER NOT AVAILABLE 
CD-515 Caste For PE-I10 $5.95 
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2 
6.3 VAC 2.75 A. & 6.3 VAC 5.5 A 
With 2/5R4CY Tuses. 
$1Z&: 10x7x15; Wr: 
Price:$19.95 


PoWER SuPPLy ise (MoDIF IED) 
Outrut 375 VDC @ 225 MA 304) 
VAC @ 2.75 A, 6.3 A. Aj 


IweuT 115 vo. ® © a 

2/5R4G ey 

Si Say; wr: 35 taps. We 
9514.95 be 


Connector 18 contact $2.00 


PP-| 8 TRC-8 POWER SUPPLY 

115/280 voLT 60 cYCLE 
Bee: output 550 voc © 

50 MA AND 6.3 vac 6 AMPS. 
ALso 115 v. BLOWER APPROX. 
{00 CFM,MICROPHONE TRANS. 
LINE TRANS. DAVEN ATTENUA- 
TOR,OUAL CIRCUIT BREAKERS, 
PHONE & MIC JACKS ETC. 
S1z€:12x8xl4; wt: 55 ces. 
Price: Re-new $19.95 


CMD-20ACH-| POWER SUPPLY; 
Input 115/230 vott 60 cYcLe 
output 350 voc @ 200 MA ano 
REGULATED ea Hs a MA. TWO 
WINDINGS 6.3 

WITH. TUBES 2/bedgt, “1 76X5CT, \/ 
VR-105 ano 

S1ZE: eMC i wt: 40 tes. unused $19.95 


1 NE AE Se ee a or ee ee eee 
; Beye at 
a Rat 
38 : 
i 
3 


PP-662/GPN PowWER SuPPLY, VOLTAGE 


REGULATED, 300 ie He ro ae MA. 
PLUS Porenry 


WITH TU Pe ap 5| 2/6 "I a 
l2ar7, 2/6AS eel, Wea a! 
Output PIN JACKS pina ADJUST 
BETERING SWITCH, FUSED ouT- 
PUT & INDICATOR LIGHTS. 
S1ZE; 10x8x20; Wr: 35 tes. 
NO. COVER OR PLUG IN RELAY. 


POWER REQUIRED |15 vott 60 crc 
R . np $14.9 
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| [WANY OTHER TUBES IN STOCK. 
ORS T BE TELLUS OF YOUR NEEDS 


RADIO_SET MANUALS K1235P7 58" a2 (C5 IAS 174 36 att OF THE SIX VOLT TUBES 


LISTED BELOW ARE 75¢ EACH 
Pele hoy SQUARE FACE, OB2 | ILC6 1U4 354 75¢ 
7191 ; $500 SINGLE BEAM, [ 0C3 1D8 IfD5 1U5 3V4 Types JBOXED, saute Ne ee 
BC-229/230 . AN/ARO-5 _ [ELECTROsTaT ic Sees V2 ng MAYBE |6B7 606 648 6d 65 
|| BC-312/342 . AN/GRC-3-8 [FOCUS AND DEFLECTION EMPLOY QY4 1E7 ILFS IV SAG NEW 6H6 G6 6J6 6J7 68 
| ~603/604 . AN/GRC ING A SINGLE POST-ACCELERA- IG4 ILN5 3A3 5R4 oR 6p8c 206 207 mS 
“11 BC-620 t AN/GRC-26 TOR BAND.FLOURESCENCE/BLUE, 1A3 1G6 IND 3A4 ST4 ysep 6T7G eu ase V'7G. 6VEGT 
acai AND MONEY Su BC-652/653 ; 7 TRC=1 PHOSPHORESCENCE/YELLOW, }A4 1H4 ING 3A5 5X4 QuT fC5 606 ECAC EDe ES EPEC 
| oR BEGINNERS AND ARE - ny es % lia, ease, coh Renee fae He ga BF 23 GUARA- ore 6F5 “64 6N7 6N4 
: 4, BASE,MEDIUM SHELL |2P. 
HELP _TO_THE OLD HAM. Po 683/684 i SpEC'S AVAILABLE WITH PUR- Ee ae iR5 306 Ey EEO 6W7 6X4 6X5 6Y6 624 
v 0 CHASE OF THIS TUBE, OTHER- | |B5 |L4 ISD 3E475¢ eacn 


Aig VoL. No. | wise 50¢) KI235P7 $10.00 | lll -------=--- 6AB5 6AB7 6AC7 6AF4 6AJS 


¥ - 133 Seg ia! pol seen kee ae eee meteee pte 7h4 7A8 TAGT 784. 7B8 704 6AJ6 6AH6 6AGT GAGS 6SL7 
Be ines e  ss's0 | 8-223. Tese M12 $12.00) sazse55/ 6657251301 Tee Me TG" eS Tee Te7 —|6AR6 GAK5 GAKG GALS GAGS 
‘chesaet Radio. Oiteestc BC-375 OTHER MANUALS | 7" ROUND FLAT Face 5.00 | 7F7 7S7 ™W7 WAT56 © |eaus 6AU6 pale eae paee 
| Manuva VoL. no. 3 $3.50 176 ____ AVAILABLE ghee {6STR4A. 16" BORN AN oii acs D4 26 27 30 31 33 6BF6 6SC7_6SD7 6BC6 6BNG6 
URPLUS CONVERSION HANDBOOK ZA5VOR TI) 16M RECT 72.95.00 35 36 37 38 39 4! 6BG6G 6SG7 6SF7 6SH7 6SQ7 
Coe Gouiand Sexs CQ $3.00 [9DXPSC_ 19" 25:00 |42 43 44 45 46 47 5! = 6SN7_6SS7_6SU7 
oo eee Se ceeernamnn LE og BM M7 Te10 © |b ol rhe Eo bo 
HANDBOOK. Oy OG Ste «BU=400 4 BU-AOPa Eb iae rn on a H BOX % 
1CQ ANTHOLOGY ConvERSION SBP $5.95 sep $6.95[ 83 8 8 fe EACH) ED OR USED a 
‘BEST OF CQdd~ 52 $3.00 S0P1 4.95 -5cP7*_ 7.95] 1B22. 2.75: 316" .75| |2A6_12C8 1255 1223 
eden tae 1B23 .75 705 .75| 12807 12SC7 12SK7 12SR7 
SurPLUS HANDBOOK $3.50 [B26 ets 2717 .75| 12SG7 |eSJ7 l2sF7 |2SL7 
«| RECEIVERS-TRANSMITTER 2 1B32 ~19 > \8298 7.00] |2AU6 12AU7 |2AU7 |2AT7 
isst or conrenrs ron |oe21203 Bé-(a06 10-00/) : eae ne ee 
“ABOVE BOOKS SEND $.25 c 2A3 -75 808 95 954 -75 9001 75 
a r RAY DAG .75 - 8/4 , 3.00] 999 -75 9002 75 
m ARRL BOOKS RAK La Canoe TOE SHIELDEG f EAl iw 22. BIB, 3-00] 206 1-75 2008 1.50 
Radio Amateur Handbook $4.00 FNR-1SV_RA=10 -------------- » CRTS#| FRONT eBee -79 832 7.25 org “72 9004 “15 
2803 |). To BSB 8200] 208 -79 9006 - .75 
“Mobile Manual 2.50 ‘sec. 3$x34, BACK 9022 75 Bl 75 Eh ah 10Y-VT-25 .75 
Single Sideband 20 | ee ae Qixde, wr: 18 v8, $1.95! 5c56 75 a3 75) 2LI/VT ~ © 1550 
_| Hints & Kinks 1.00 : CRT#4-3515 FRONT sec. 32 To 2044 -75 864 awke) 555 /eG=17/CeM 7.50 
_ enema 00 | POWER AMPLIFIER oR CLAMP OVERALL 9" 2iB.$2.75 | Cae «00 1613 "421 GAN4 6CB5 6CJ7 6EL4 2379 
hela Sane A bag’ | COCILU AUR cco 3417 8.00 1605 *75| GANS 6CB6 6DA4 6EMS ue 
Operating an Amateur RADIO. FREQUENCY 3824 1.50 1631 "75| ©BK4 6CG7 EDK6 GJE6 53B07 
ho, Sa 25 | AMPLIF | aes SC23. PLBO ci Gaia 751" gare: pods cone ome rate 
[CQ Mobile Handbook $2.95 | POWER AVPLIFIER on : Seoy ered, GAT TO) 68Q7 6CJ6 ODN4(useo 75¢ cA 
4 -Radiotelephone License sees TUBES MAY BE USED-NEW-BO Ene ie M ea All GUAR 
‘Manual. (Study Guide) $5.75 | "07" UP re bu Oe AG Bree ockeTs A WONG ABLES. 
«U AND ay ye ole lake ened IW STUUK FOR INPUT AND CONTROLLED 
WRITE FOR OUTPUT VOLTAGES. UG- 2\" Co CONN. $279 


YOUR NEEDS 


S1ZE:5x4x2; wt: 3 Les. 
TYPE cot UNUSED $2.95 


ANTENNA = ges#™ 
| CHANGE-OVER "te 
RELAY 6 V.D.C. 

swiTcHEs BCN To 


STK _ WATTS OHMS PRICE 


= CONTACTOR; ALLEN 


RELAY DPST, norM= | 29992 25° 25 $ .50 = BRADLEY, COIL 26 -MI E wee & 
} au ee piles Eee 270-5 25 3500 ; ~50 ake Uetaa Gund Sones SPOTS 2 28xl3xl; 4 oz. 
ee ee i oe Te ne 3 pole, weereRn’ _ | #0000-51 1125-1125 $2.95 


ELectric#GA5|038- 


StZE:5$x3x3; 3ie. $4.95 a] BC-198 ANTENNA [2V 


SWITCHING RELAY 
FOR RECEIVER TO 


[Bi BR EAS TEE OE eg 
od ; . oxy wh e MP e 
25250 20 5+- 200 ~ 50} 3H900-1.25 | ‘ 1.00 


Pap 


fs RELAY to 000 set 92700 (bua 250  |.00) 62349M6 3 PoLe 2:50 WOBBUL ATO 3 | TRANS. PUSH BIND 
Tacta $15 | vie @ AMPS: 24609 — ~ 5 © 450} 3H900-3-2 5 1.00 \AKE A SWEEP SIGNAL] — ING PosTs,PL-77 
if RESP-3 51.50 tek HEINEMANN CAT aE oa “A GENERATOR WITH THIS] PLUG. 5x5xI4; [LB.U. $1.95 


CON. AMPS. 3./5,voL_Ts 230 
AC, CURVE 3 HP. "RIGHT AND 
LEFT RESET,KNOB FOR DUAL 


@ . ® VOICE-COIL DRIVEN 
Semen CAPACITOR. THIS UNI 
cCoNSIsSTs OF 10.5 oz. ALNIce@ 


Se ANTENNA CHANGE- 
gOVER S.P.D.T FOR 


41132 50 7.5 © .75| Use. RE-Move Equip. $1 EA. | MAGNET ORIVING A THIN ALUM SUAS Sacre 
S OF THE OTHER 0 ae a Aah ae 24-30 voLTs INUM PLATE CLOSER TO OR AW ACTUATOR WAFS 
TACTS FE e PER : ‘ ° : Be ¥ FROM THE STATIONARY CAP 
Rom 12 ‘VOC. 23x23xlF 200-42 50 12 Aris Selea” m4 ae $ uy aay PLATES WITH LEADS RR peut rel 
7\ BERNE OUREWORTVER: ADS s TANTS OF Gb8-. 35) 1.6 “7515 To 100 MMFD CAN BE OBTAI Geemot Com 
15822 ee ? ae AN 3160-50L* 50 " S1z— 3x8x2; 13 Les. FY-101 NIBORC- | 
9896 ouat) BA 8 BO BD * LuMINoUS TIP __JAVAILABLE ONLY WITH CRACKEC 3 NEW $3.95 
Daudi 60 30. | TSQUAIRCRAFT TYPE CIRCUIT opr AKE CERAMIC(NO EFFECT) $2.95 
+ been LTS le 50 34 ea és, . ; x3x24; wT: Ive. 
ce 50 50 ys gers ae : een 00 sade TYPE "LN" CONN. aa Pepe oOE 
ss r m | 066 w/sw 2 Ne aes . 3 In 20 sree a AN conn. 7 contact © $1.00 
H VOLTAGE VOC. : 
JED controt untT; 115\ cae Leo es 600 -79 ui TAL. STAND ao on Sicrs & 1N- wings sabrina beh atthe -D.T. 
CPS, CONT, 2h-29voc | /RUBBER FEET 6. 25 . Daveng i373 28.VbeO ROTARY” |< aL. 
19160 $2.95 $1@-0796 100 360 1750) 28" nicu. B/b. wre {aee.STh#271281—0 USES TYPE ON 
—— : | 50 15 ©2,95] ORIGINALY USEG ae, 
ah SROKK 150 2.95] AS: RECORD HOLDER STAND, CAN} 2 SA-185/U 3.95 
/ CRAMER - ; BE USED AS BOOK,FLOWER, Tv, | 
TIME DELAY RELAY W101 130 “| Big5| RADIO oR WHATEVER YoU. CAN a ee oe sege = he 
HORER ANDI ATOR $083 : | 30 POLO gb Ue tens Wiech ae TOF Connector 3 contact $1.00 
| UNIT 1s on oR OFF. 6038 Pon eaecee A SWIVEL BASE as FIRE OETECTOR PHOTOELECTRIC 
; ~ SIZE 3x3x3_ | 851 KK 150 350 2.95 USED ON THE BOTTON}® H| RESISTANCE TYPE |.5 MEG.MAX 
9048746 nD} Sec. a 95 . oF TV SETS, 5! DECREASES WITH INTENSITY OF 
(A8748 20! 95 | 6330) 300 25 3.95 SQUARE, HAS = TURIJAS8OG. PARTS IT WILL PRODUC LIGHT. #6340-65|-62/3 SIZE 
ae 2 MIN. oa -95 | (26| 300 PME RES Doesroerps eran tet hd PE Aaa BE ee elation tn 12 £x3 
« ROTAT C. EA, 


De gees AS ABOVE 


MIN. $4. ee 


1ON. 2LBS. 


A880 : | A 
nLY 38" RD. 3 PLEASE GIVE SECOND CHOICE. pico WT: SLB.#R26 $4.95 
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aa ART-13 
@_ 4 TRANSMITTER |pe7> quneo cavity 


) aor mae (00 WATT AIRCRAFT PORTABLE RINGING 
= BAUTOTUNE TRANSMITTER |ceciry usto ror - 


Pg ee = 
MAKES A VERY SATISFACTORY AMATEUR UNIT FOR 80 |TESTING THE OVERALL 
40,20an010 METERS. THE AUTOTUNE FEATURE PER- |PERFORMANCE OF RAD- 
MITS YOU TO PRESET THE FREQUENCEY DESIRED ON | AR EQUIPTMENT SUCH 
ON ANY 10 PRESELECTED CHANNELS.(FOR CONVERS |AS POWER OUTPUT & . : 
1ON INSTRUCTIONS SEE MANUALS tk 3 $3.00EA. | FREQUENCY SPECTRUM. THE ECHO BOX CANTAINS A 
TuBe Lameuel £837 1/813,2/1625,1/12SJ7,2/6V6, |PRECISE-DIMENSIONED, SILVER PLATED RESONANT 
2/811 ,2/12SL7, | 12SA7. VoUTAGE REQUIRED 28v0C |cAVITY THAT OPERATES AS A SHARPLY TUNED CIR- 
TOAMP ,400voc,225MA & 1250voc 250MA. CUIT IN WHICH INDUCTANCE AND CAPACITANCE ARE 
Size: 238x!6x!1¢ WT.70Les TUNED TO RESONANCE AT THE FREQ. BEING MEASUR= 
Prices Usto $49.50 ED. FREQ. RANGE 8500 To 9000 meGAcyYCcLES. 

Connector pLuGs FOR TRANS.U/7 & U/8 $2.50 EA. {A 33" 0-20 MICROAMP. METER IS USED TO INDICA- 
DynaMoTor FOR ART-I3 wITH FILTERS & RELAYS TE PART OF THE STORED ENERGY. POWER 1S ABTAIN= 
O8VDC iNeuT. PRIicEe; used $12.95 ED FROM THE UNIT UNDER TEST. 

Na SuppLteo with |N-23B cRYSTAL DIODE, UG-446/U 
ADAPTER AND 8 FT. COAXIAL CABLE. 
Size: 16x26xl4; wr: 45 ces. UNuseDd $19.95 


TS-62 ECHO BOX & CAVITY 
PORTABLE SELF-CONTAINED] W 
MANUALLY TUNED TEST SET 
USED FOR CHECKING RADAR 
EQUIPMENT IN THE 9320- 
9420 Mc. RANGE. IT WILL 
DETERMINE THE FREQ. OF CW, MCW OR PULSED SIG- 
NALS, MEASURE RELATIVE OUTPUT ON A O-20 34 
MLCRAMPMETER, DETECT DOUBLE MODING OF MAGNET- 
BIRONS AND GIVES SIGNAL TO NOISE RATIO OF REC. 

| ANTENNA PICK-UP ASSY WITH CABLE IS PROVIDED. 
BS ize:63x!8sxlls: wr: 15 tes. PRice: useo $9.95 


AN/PDR-27 RADIAC SET; PorTABLe 

BATTERY-OPERATED RADIATION DETECT- 
OR AND INDICATOR. IT IS CAPABLE OF 
DETECTING AND MEASURING BETA AND 


fh GAMMA RADIATIONS TO-GETHES. OR GAM 
# MA ALONE. THE UNIT CA ARRIED 
BY HAND AND THE P TACHED 


m TO THE MAI IT Oo 1LED CORD. 
VISUA | N 1S INDICATED ON 
. TH AURAL IN THE HEAD- 
ATTERY VOLTAGE REQUIRED 


et 

135 voc, 22.5 & |.5 voc. WITH TuBes |/3V4 
/502AX ano 2 GM TuBes BS-I & 2. 

SHIPPED IN METAL CARRING CASE 92x|5x10%; 20LB¢ “*TY"* CAMERA 
HESE UNITS ARE SOLD LESS HEADSET,CARRING ST- sig Shatin 

RAP AND ARE NOT IN OPERATING CONDITION. $10.0C 


BC-746 TUNING UNIT For BC-745 
TRANSMITTER AND RECEIVER, 
CONTAINS 2 CRYSTALS, ANTENNA 
COIL, VARIABLE CAPACITOR AND 

p , ReF. COILS. VAR. CaP. 6.5 To 
we |40 mmr. Crystacs FT-243. 


TUNED CAVITY 


R-444/APR-4Y RECEIVER anp 
CV-253/ ALR TUNING UNIT FOUR 
BAND TO COVER THE FREQUENCY 
oF 38 to 1000 Mc. UsED IN 
eit : AIRCRAFT AS SEARCH EQUIP.) — 
. ee femme TO DETECT ELECTROMAGNETIC 
cists RADIATION, THE FREQ. OF SIG 
NALS, RELATIVE FIELD STRENGTH AND AUDIO OUT= 
PUT. SELECTOR PERMITS CHOICE OF AM NARROW/WID 
oR FM. ALSO IF ATTN. SELECTOR,HET. SW.,RANGE 
SELECTOR,SWEEP CONTROL & TUNING KNOB. METER 
Ok" FoR TUNING. ORIGINALY DESIGNED FOR |[5 V 
400 cYcLE POWER SOURCE UNITS ARE AVAILABLE FO 
FoR [15 vott 60 cyYcLe.ALSo REQUIRED 1S 24 voc 
FOR PILOT LIGHTS AND SCANNING MOTOR WHEN TUN} 
ING UNITS WITH MOTORS ARE USED. REC. USED 
Size: 8xl04x123; Wr; REC. ONLY 33 LBs. TU.20 
Price: Rec. oncy $95.00 witx CV-253 Tu$250.00} 
CV-253 CenveTeR 38-1000 mc nEW 175.00 
ANY OF THE TUNING UNITS LISTED BELOW CAN 
BE USED WITH THE R-444/APR-4Y or R-D4/APR-4] 
— WILL SHIP WHICHEVER RECEIVER IS AVAILABLE. | _ 
R-54/APR-4 RECEIVER SAME AS ABOVE ONLY DIFF. | 
POWER. REQ. 115 vott 60 To 2600 cycle & 24 voc 

SAME PRICE AND TUNING UNITS CAN BE USED. 


CONVERTER TUNING | 
UNITS FOR USE EE 
WITH 30 MC. Vee ea 
No POWER SUPPLIES} — 
oe REQUIRE 300 voc, 

#7 6.3 vAc OR 24 vDC WHICHEVER THE © a 
CASE MAY BE. S1ZE:9x7x!5; 25 LBS. AVE 


TN-16/APR-4 Tunine UntT 38- 95 MC $25.00 |” 
Hele Wy Wy | NOT AVAILABLE $ fe 
TN-18/ " tt } 300-1000 " 
TN-19/ it 1" '! 975-2200 -" 
IN-54/ t tt " 2150-4000 " 
Cy-253 " " - 38-|000 " 


TN-1/APR-| " " 38- 95 " 
TN-3/APR- | " " 300-1000 " 


POWER PLUG TO FIT SETS $1.50 SHOCKMOUNT 2.50 


CONNECTOR PLUGS FOR DYNAMOTOR 
U-9 or U-10. cack $2.50 
CU-24/ART-13 ANTENNA SHUNT CAPACITOR 
CONSISTS OF 3 cAPacIToRS 2OMMF IOKV 
PRICE useo $1.00 
0-17/ART-13 LOW FREQUENCY 
OSCILLATOR PLUGS INTO THE FRONT OF 
THE TRANSMITTER AND COVERS THE ¢gpgepauscities 
FREQ. RANGE OF 200 To 600 KC IN é 
3 BANDS WITH VFO AND CRYSTAL 
CONTROL ON THREE PRESELECTED 
FREQ. COMPLETE WITH ONE 1625 3. 
TUBE. ALL OPERATING VOLTAGES ARE & 
OBTAINED FROM THE TRANS. POWER 
SUPPLY. SIZE 5$x53x9; WT4tes. 
usED $5.95 unused $7.95 
; $s $A-22/ART-13 ANTENNA 
SVITCHING UNIT CONTAINS 
A BENDIX VACUUM RELAY 
~{M-26G,24vpc,2 POSITION 
CERAMIC SWITCH & 4 LARGE 
. INSULATORS SAME AS USED 
ON TRANSMITTER, ALSO SO- 
239 COAX. CONNECTOR. 
Size: |1x7x7 wrlOLes 


Price: NEW $4.95 


- 


CU-25/ART-13 TRANSMITTER ANTENNA 
TUNER For 200 to 600 KC,coNnsists 
OF A VARICOUPLER, 13 POSITION 
SWITCH WIRED TO A FIXED TAPPED 
coIL,acso .0008 5000 voLT MICA 
CAPACITOR INSULATED COUPLINGS ETC. 

Size: |0x9$x9$; wr: 13 Les. unused 94.95 


ART-13 AUDIO SPEECH AMPLIFIER 
CONTAINS TWO 6VOGT & ONE 
|2SJ7 TUBES, CAN BE USED FOR 


BC-1211 CONVERSION UNIT; contains 
NECESSARY CKT AND COMP. FOR PICK= 


ING UP OPTICAL IMAGE AND COVERTING| — 
!1T TO VIDEO SIGNAL, ALSO GENERATES — 
BLANKING AND SYNC. PULSES TO COMBe| — 
INE W/VIDEO TO FORM COMPOSITE SIG 


REQ. ARE A : pe 
Bee aespiureacemiuaeo | HAN: TRANG. Tee“ CHAN.” SIRaNS REC. Boe 4 [ead oT oxo, a 12ST a VESNT 
=e e © estK#2C254 PRICE $5.95 ak Epa sewane » NO. are : AMO S1ze:62x102x20; wr: 40 Les. UNUSED 


PRICE: WITH TUBES AND LENSE 4100.00 
ART-13 CFI CALIBRATION FREQUENCY H ie SLESSeeu 7 


a E INDICATOR & MCW OSCILLATOR ASSY. 


USED TO PROVIDE A CONSTANT 
CRYSTAL CONTROLLED STANDARD OF 
200 KC. IN ORDER THAT FREQ. CAN 
BE cHecKED ALSO |000 CYCLE TONE. 
wiTH 200kc. crYsTAL & 2 TUBES S1IZE6x5x3 
WT.3LBS STK.#8Q! Price used $6.95 ) SEVERAL TYPES OF BAND 
PASS FILTERS, VARIABLE 


HYDROPHONE j CAPACITOR,TUBE SOCKETS 


Bees PIN JACKS, RESISTORS 1% 

HYDROPHONE . s PILOT LIGHTS,SWITCH,POTS 

TRANSDUCER nol 0 re ge = 2/UG-88 coax. CONNECTORS 
MICROPHONE | ~ 3 3 3 ETC. OSC. FREQ APPROX. 


Le. Price: EACH $1.25 


RF. OSCILLATOR, PART oF 
@GKA-| EQUIPMENT. CONTAIN 


T-61/AXT-2 TRANSMITTER 
FREQ. RANGE 264 To 372 
MC, RECEIVES RADIO & 
SYNCHRONIZING SIGNALS 
QND BLANKING SIGNALS 
@ AND -TRANSMITTS MODULATED 
F R.F CARRIER WHICH IS 
GENERATED IN THIS UNIT 


ROCHELLE SALT TYPE USED TO. eg ray 24 kc. SIZE: 12x 12x43; BY MEANS OF OSCILLATOR AND POWER AMPLIFIER. ~ 
PICK UP UNDERWATER SOUNDS IN THE FREQUENCY ee: 13 Les. RE-Moveo $1295 hoa REQ. ese. oi “ 24 Fab a 
RANGE OF | To 20,000 cYcLEs. AVERAGE IMPEDA- ESL reve 958 rahe t Kee von : 
wcE 25 oxmMs uP TO 400 FT. WITH TRANSFORMER VISUAL USED BY AIRCRAFT | OSL7GT .6V6GT & + SIZE: “185 ws LBS 


HOUSED IN RUBBER WATERPROOF JACKET FILLED 
WITH OIL & 9 FT. RUBBER CONNECTING CABLE. 
SIZE: 56x3e; wT:2] Les. (NOT MAILABLE 
Sonar # NT-DIOSQF Price: NEW $14.95 


SN-17/APS-10 SYNCHRONIZER, $9.95 
TRANSITTER & RECEIVER ALSO SWEEP 
AND CONTROL CIRCUITS FOR THE INDIC- 
ATOR. GENERATES CONTROL FOR THE 
PULSE RECURRENCE RATES OF 4/0 To 
820 cPS AND RANGE MARKS OF 0-4-25 
MILES. $1ZE 8x6xI3; wT; 30 Las. 


TEST SET 


TS-3A/AP RADAR FREQUENCY METER 
2400 to 3400 Mc usiNG A TUNEABLE 
CAVITY ALSO HAS 3! METER FOR TEST- 
ING POWER OUTPUT, 0-2 MA. MOVEMENT 

0-20 scace. Useo witx SCR-717/720 “——— 
RADAR SET. WITH CABLES, TEST LAMP, COMPUTER 
RULE ETC. SIZE:8Sx8Sx84; Wr: 25 Les. 
PRICE: UNUSED $9.95 


Price: usep $32.50 | unuseD $39.50 


(2% OR GROUND UNITS 
(, FLASH LAMP FOR INDENTIFICA 
Gio eee A TION PURPOSES. 
ee ; a : GIVES A EXTREMLY 
i BRIGHT FLASH OF 
LIGHT THAT CAN 
'|BE SEEN BY AIR 
IN BRIGHT SUN 3 
EMILES OR | MILE 
Sees area : = ON THE GROUND. 
AVAILABLE FoR |2 oR 24 VOLT D.C OPERATION. 
CONSISTS OF A HIGH VOLTAGE CONVERTER USING 
A VIBRATOR TYPE POWER SUPPLY WITH 2 CAPACIT- 
ors °25 mrp 2000 voc, int. ouTY, 2/12X3 TuBes 
ONE SYLVANIA FLSH LAMP #1073 WITH HOLDER & 
20 FT. CABLE, 15 FOOT BATTERY CABLE 2 COND. 
#10 ETC. FLASH RATE ONE PER |% SECONDS. 
S1ze:17x10#x44; wr: 50 Les. W/MANUAL 
PRICE: UNUSED CHECKED $29.95 
SYLVANIA FLASH LAMP wiTH PORTABLE HOLDER & 
LAMP SOCKET, SWJTCH, IGNITION COIL AND 20 FT. 
4 COND. CABLE. (cotL NOT GUARNANTEED) $10.00 


|0-66/AXR=!| MONITGR INDICATOR 
VIDEO REPEATER: AUX. VIDEO UNIT 
CONTAING AMPLIFIER CIRCUITS, 
DRIVEN TYPE DEFLEGTION CIRCUIT 
HV GENERATOR AND 7" C.R TUBE. 
WitkH Tuses 7CP!,2/12SNT, 1/807, 
my | /8016,1/6AC7,1/6SN7. ALso 
DYNAMOTOR 24 vOC INPUT, OUTPUT 
400 voc 125 ma. u/w AXT-2 set 
wt: 20 LBs. Price: usep $19.95 


|P-53/CPS-6 RADAR HEIGHT 
INDICATOR wiTH |2DP7AC.R. | 
tuse acso 6/807, 13/6SN7, 

/OnG7, |/6SJ7, 


Yb ae eo 


Saw 


S$1z&€:8x16x19; 


5/6AC7, | 

Ano 1/VR-150. No POWER 
SUPPLY WITH THIS UNIT. 
$1ze:20x18x3}; wr: |25 te. 
PRICE: USED $22.95 
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BC-603 RECEIVER 


BC-603 RECEIVER F.M. 20-27.9MC 
CONTINUOUS TUNING & |O PRESET 
| PUSH BUTTON CHANNEL SELECTOR. 
| WITH SENSITIVITY SQUELCH & VOL 
/ UME CONTROLS, 2 WATT gets TO 
| SELF CONTAINED SPEAKER, ONE(1) 
E ee Sea epee’ & Ke 
F. 10 tuses 3/6AC7, 

B71 3367, D/6SLT, Wits & Telecr. 
VOLTAGE mega eo 12/24 VOLTS FOR FILAMENTS. 
220 voc MA. FOR HIGH VOLT. SIZE |1Bx6¢x 
12%; WT: 35 Les. ig tiie NOT OPERATING 


SIGNAL GENERATOR [iieamabees 


BC-1277 SIGNAL GENERATOR; 
2400 to 3406 MC. TUNED CAVIT 
DIGIT COUNTER Divisions 30/6 
mc. 0-50 D.C 33" MICROAMP. 
METER FOR MEASURING THE VOLT-| 
AGES OF THE VARIOUS CIRCUITS. | 
ATTENUATOR, SYNC. AMP.,STD. 
SIGNAL SHAPE eh Be gt agin AMPLIFIER CIRCUIT 
OPERATES ifbkct, 5 V. 50- \iiTH TUBES 


IN TUNING UNITS USED ari BC-191/BC-375 
INSMITTER. THESE UNITS CONTAIN MANY PARTS 
THAT CAN BE USED BY SCHOOLS, LABORATORIES, 

jHams, OR EXPERIMENTERS. LISTED BELOW ARE THE 
RIOUS TUNING UNITS WITH FREQUENCY COVERAGE, 


ARTS LIST. ALL UNITS INCLUDE CABINET CANVERDTER @RciAR MP GAA OF 

» HANOLES, BRACKETS, AND OTHER PARTS. CONVERTED 35-45 Mc $44. 86 
NeW Re es eee NCLUDE.-THE OUTER FOR BEST RESULTS ORDER SPECIFIC FREQ.DESIRED 
AC POWER SUPPLY For BC-603: No CONVERSION 


3/VR-150,4/6AC7,2/VR-105 Oy eve. “OES 5 ,|/6L7, 
ere! 1/707A, |/6x5 & 1/514. Used FOR TESTING 
RADAR.SIZE IN ee CHEST 22x17x17: wr: 100 Le 


MX-1309/URM-23 POWER MEASURING; 
KIT OF WAVEGUIDE ATTENUATORS , 

ADAPTER, BALOMETER,CABLE & CHART, 
1000 to 4000 MC. 


13 Les. 


TU-8-B 6200-7700KC NEEDED BW TO Ae Sei ies INSTRUEY one fakes CNL110/U | 
SUPPLIED 1RED §1T OF PARTS $1] TTENUATOR 
the aeia Seecteoee Dynamotors: DM-34 12 voc,DM-36 24 voc 4.95 : WT LU 20 05 (2ec) ; 
PeA grid choke coil ’ a serie 16 8/U 3D ! 
| P-A tank inductance RELAY TEST SET prone va 


RF BALOMETER DT- AN, "N" con ae 

ADAPTER CONN. UG-402/U re 

‘Coaxial caBLe CG-92B/U, w/UG-21 cA 
METAL CARRING CASE,FITTED, S!zE |9x aT 
Ws 32 | Les. COMPLETE SET $14.95 


Antenna coupling coil 
Antenna coupling swite 
Cap. 2/0.0004mfd 5000v 
Var. Cap. 14=-66mmf, - 
8—26mmf, 15-Slomf 
23" Vernier dial 
Rizht angle drive 


New $5.95 


TU-9-B 7706-10, OOOKC 
M-O tank inductance 


M-O grid choke coil 
P-A grid choke coil 
P-A tank inductance 
Antenna coupling coil 
Antenna coupling switc 
Cap. 3/0.0004mfd 5000¥ 
Var. Cap. 19-116mnf, 
8-26mmf, 15°77mmf 
23" Vernier dial 


BERcOnDs “de 95 


1-193 RELAY: TEST SET: 
USED FOR TESTING 259, 
255A, D-163119A,0- 164 
816A PoUAR RELAYS ETC. 
FOR BIAS AND SENSITIV | 
ITY. THE ELECTRICIAL 
CHARACTERISTICS ARE : ae 
DETERMINED BY THE DEFLECTICNS OF THE. “METER« 
ALSO CONTAINS CIRCUIT FOR SENDING PULSES FOR 
TESTING EXTERNAL TELEGRAPH CIRCUITS AND A 
{0-20 cYCLE OSCILLATOR FOR FOR TESTING AND 
LINE-UP PURPOSES. OPERATES FROM 115/130. VDC 
10 watts. (RA-~87 RECTIFIER SKOWN on PAGE 8 
OF THIS CATALOG WILL OPERATE THIS EQUIPMENT) 
SHIPPED IN WOOD. CHEST 24X|2XI3; wt: 75 Las; 


| 

/ N- 

" CN-169/U 6 BB 
/ 

| 


AN/UPM-19 RACAR TEST SET 
Consists oF SG-76 PuLse 
GENERATOR THAT COVERS 
THE FREQ. OF 2650-2950 
MC. VARIABLE FREQ. AND 
R.F. OSCILLATOR CONTROLS 
BCN CONN. REQ. FOR RF 
wm IN» R.F ouT, ViOEO PULSE 
Y AND SYNC. OUT JACKS. 
@ 23" RF CAL. POWER METER 
25 TUBES, OPERATES FROM 
24 VDC VIBRATOR POWER 
-@el PACK. ABOVE 1S CONTAINED 
ee IN CASE # | OF 2. CASE 
2 OF 2 CONTAINS, 2 ANTENNAS, CONTROL BOX,LITE 
INDICATOR BOX,PLUGS AND CABLES. 
ALUMINUM CARRING CASE SIZES 163x8x14 ano 14x 
10x10; sHpc. wt: 80 tes. . 
PRICE; USED $29.50 


lex vernier dial 
he angle drive 


P=A tank inductance 

} P-A grid choke coil 
‘—M-O grid choke coil 
jAntenna coupling goil | Right angle drive 
M—O band change switch | New $4.95 
P-A band change switch 

Antenna coupling switc!|TU-10 
Japicators, as follows 


t 
' 
# 
| 


wt 


x 


Eee AUTOMATIC FREQ. 

< CONTROL_ UNIT 

; No.600671; usto 

WITH FIRE CONTROL 
; Bie ; SYSTEM,WITH |6 

M-O tank inductance ae bukane TUBES 5829 11/ 

2/0.00005mfd 3000 volt [M-O grid choke doil es ae ae 5703, 2/5702 ay 

2/0.0004mfd 5000 volts |P-A tank inductance 5784 ,OPOT SIGMA RELAY THAT WILL OPERATE oe 

Variable cap. 19-116  |P-A grid choke coil 14 voc © 2.8 MA, SLUG TUNED COILS, RESITORS, 

mmf, 8-26mmf, 15-77mmf jAnt. coupling coil COND. ETC. ( SORRY DO NOT. KNOW FREQ. NO SCHE- 

‘—M-O tuning compensator jAnt. coupling switch MATIC) SIZE: 4x8x6; wr:5tes.Price useo $2.95 

Res. 15 ohm, 4.5 watts |M-0 eerie coil ; 

ee Vernier dial Cap. 3/0.0004mfa 5000v 

Right angle drive Var. cap. 14-62mnf, 

j 19-1l16mmf, 8-26mmnf 

23" vernier dial 

Right angle drive 


New $4.95 


TU-26-3 200-500KC 
M=-0 tank variometer 
M-O plate coil 
M-0 grid choke coil 
P-A tank variometer 
P=A grid choke coil 
M-0 band change switch 
Antenna Coupling switc 
Antenna coupling coil 
apicators, as follows 
3/0.0004mfd 3000v 
2/0. O05mfd 5000v 
2/0.004mfa 5000v _ 
2/0.0035mfd 5000¥ 
0.002mfd 5000v 
0.0005mfd 3000v 


TS-102B/AP CALIBSATOR: 
Rance CALIBRATOR PORTABLE 
PULSE GENERATOR WITH REP- 
ETITION FREQ. oF 400,800, 
1600,2000 & 4000, MARKER 
AND SYNCHRONIZING PULSE, 
VAILABLE DELAY LINE PHASE 
eee ADS TREN tie pe as FROM 
115 V. 50-1000 crete _witH TuBEs 2/6X4W,3 pase 
6/5814, 2/UG273/U conn. 4/casLtes w/UG- bee Aj 
Size: [6xlOxll; wr: 28 LBs. unused $14.95 


TS- 164 FREQUENCY METER CASE 
EMPTY CASE USED TO HOUSE FREQ 
METER BC-22!, CAN ALSO. BE USE 
FOR SIMILAR TYPES, HINGED 
FRONT COVER FOR CALIBRATION 
fone FRONT COMPARTMENT SIZE 
8x73x7%, REAR COMPARTMENT 
“s ee 2 BALLAST TUBES AND VOL- 
TAGE REGULATOR TUBE VR-|05, 
REAR COMPARTMENT 1S 2" DEEP ALSO RELAY AND 
SHOCK=MOUNTING. SHPG. WT: 19 Le.NEW $3.95 


0.0007mfd 3000v % JB-70 JUNCTION BOX; useD 
l2mmf, 35mmf : asl BC-610 TRANSMITTER. 
Var. cap. 8-26mmnf ats SEER TT Som arse eeeeeeem FRONT PANEL HAS SWITCHES 
Res. 15 ohm 4.5 watts WAVE METER i ate pen fae AND CONTROLS FOR REMOTE 
ei" Vernier dial es Se. 9 2)| use oF TRANS. HAS AC OUTLETS BOTTOM & SIDE, 
Right angle drive é @*-|| 4 weavseT & 2 KEY JACKS, MIC PLUG, 2 WAFER, 


R een Lee | 4 TOGGLE, LEVER & START/BtGe SWITCHES, CIRCUIT 
“eens HEAL i SENre DSGIeL ArT? Badia Wigs | sreaker, CABLES ETC. stz—e 19x13x5%; wT: 40 Lee 
AN/URM-| WAVEMETER-OSCILLA- 5 


: PRICE: USED 5.45 
PRESSURE UNIT ror 1s6-236ue AND 460~S70Me vom | Tamms AUTOS TUSTRUMENT FELD TESTER; 


4 1S A SIMPLE TESTER 
BON A Nee Ge oeenveaner ae THAT 1S DESIGNED TO TEST THE ELEC 
OSCILLOSCOPE, TWO WAVEMETER TICAL CIRCUITS OF ALL MINIATURE 
TWO OSCILLATORS» POWER RE- 6 v. 400 cyc. auTosyns. WHEN CON- 
RU IRE Pere 80, 115, or 230 NECTED TO THE SUPPLY IT CAN BE 
VOLTS AC; 60-160 00 CYCLES. USED AS A TRANSMITTER OR INDICATOR 
S12e: Diet nds; Wr. 150LBs. ALSO HAS ELECTRICAL ZERO TESTING 


UsE CIRCUIT. Size:6xl0x5; wr: 8 LBs, 
ANTENNA FOR TAN/UPM= $39.99 


PRICE: METAL CASE HINGED Cover & 
size: 21xl2 wt. Il ves. 


CABLES. USED.. 
Useo $9.95 


{P-274/ALA-10 PANORAMIC 
ADAPTER INDICATOR; FoR USE (giles 
WITH RECEIVERS HAVING 30 MC Re 
|.F. FREQ. FRONT PANEL CON- § 
TROLS, PRF,HOR,CENTER FREQ, 
INTENTS ITY;FOCUS SYNC PAN’ Fe 
Emc. WITH TUBES ’pp 3; 
003 ,3/28D7, 12AU7 an? 884, 
ef OSL 6J6,6AC7,2/6BA6, OAL Loe 
6X5 & OBE6. Power REQ. 115 
VOLT 80. 1000 cyYcLe. 
TRANSFORMER OUTPUT VOLTAGE PF 
1.25v .2a,650v 2ma.300voc 70mMa, = 

6.3v .9A. 6.3V 4.65A, 

S1ze:5x8x21; wr: |8Les. PRICE USED oaue 


M-O tank inductance 
‘|P-A tank.inductance 
JAntenna coupling switc 


|2/0.0004mra 5000 volts 
. Var. Cap. 8=26 mmf, 
‘j23-1llmmf, 19-116mmf 


F e drive 

Vnew $5.55 STANDARD ELECTRIC TIMER TYPE S-! 

one (|) REV. PER SEC. MoTOR 115 

vott 400 cYcLE, cLUTCH 24 voc, 

RESET 24 voc. 

Size 52x52x4e; wr: 8 Les. 

Stock NUMBER 6645-803-2187 
PRICE: UNUSED $24. 95 


AUTOMATIC PRESSURIZATION © 
UNIT MODEL E/AP-150 Type 

« INPUT VOLTAGES 27 voc 
o4 amps. 200 votts 400 crc 
DUTY: INT. AIR OUTPUT RATE 
110 cuBic INCH MINUTE; PRE 
' BaSSURE RANGE |0-|6 Psi G 
ote WITH 22" meTER 0-25 scaLe. 
| suze: Oxdin wT: 8 LBs. Useo $8.95 PLuc$]. 50 


Wood CASE NO COvER/CABLES 3,95 
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LINK RECEIVER 1905 -|52-[72 
MC F.M, DOUBLE CONVERSION, © 
SINGLE CHANNEL CRYSTAL CON= 

TROL, SQUELCH ary WITH 

ile syne, \/ 7/786 

_ 7B OEMS. eat:  cRYST 

x1Oxl2s3 ie les. 

PRICE: WITH 6 ,voLt POWER SUPPLY $3550 


AF /URG-60 RECE/VER 
6100 to 156 MC AM 
CRYSTAL. CONTROL: ONE 
CHANNEL, AVC,SQUELCH 

a AND NOISE LIMfTER 
cigcuits, 115 vort 25-60 cYcLE wiTH TUBES 
A/6AK5,4/6SG7, 2/66, 2/6SJ7,1/OF6 & 1 /SvaCr. 
OUTPUT PHONE ANO LINE JACKS,RF AND VOLUME CON 
TROLS, PILOT LIGHT, SWITCHE ETC. 

RACK PANEL MTG. 19x52x/52; wr: 50 Les. 
PRICES; USED $39. 50 CHECKED FOR OPERATION 


BT-193 TRMSHLTTER 30-40 
MC M. WATT, CRYSTAL 

HO TOROL ) CONTROL SINGLE CHANNEL, 
6 VOLT DC DYNAMOTOR WITH 

Has aici, >) TAB, |/6\V6 
| 


& 
Ree S126 15x94x9; wr: 30 Les. 
New $14.95 Usen $9.95 No tuBes $5LEss 


RCA F.M RECEIVER 30 - 50 MC 
SINGLE CHANNEL, CRYSTAL CON 
TROL, wiTH TUBES 9/6SH7, | 

5 & 2/6H6. AVAIL 


SIZE: 


LINK TRANSMITTER 1906 152-172 MC FM Less. TUE 
DYNAMOTOR, RELAYS CRYSTALS, USED a 


R-114/VRC-4 RECEIVER AM CRYSTAL 
CONTROL ON FOUR CHANNELS #N THE 
|.7 To 8.7 Mc BAND, ONE TUNEABLE 
pe oF 190 ro 510 Ke. os Fh 
FOR PHONE AND 
WITH TUBES 4/6kT. Eke, 2/6307 & & i/ek Py. ‘our 
REQUIRED 6 V. FOR FIL. sate ae 4 
Size: |5txt1xl4e; wr: 80 Les. oa 85 


$19.95 


LINK RECEIVER. 30-50 MC FM 
Type ||-UF-ED-6. CRYSTAL 
CONTROL SINGLE CHANNEL, 
DUAL CONVERSION, SQUELCH 
CIRCUIT WITH TUBES 5/7AG7 
3/746, 1/707, 1/7F7,1/7B5 & 
(/7F7. VOLTAGES REQUIRED 
FOR FILAMENTS 6 VOLTS, 
HIGH VOLTAGE 250 voc 60MA. 


Size: /2x13x9; wr: 22 Les. Price: used $27.50 
PowER & CONTROL PLUG $1.00 ANTENNA PLUG $1. 00 


PRICE: USED 


PRICES: 


MoTOROLA TRANSMITTER 152-172 Mc FM vsen$l4.95 


R-127-RKO1O CONTROL CONVERS 
us RECEIVER 162-174 MC ; 
"TFWM. 2 CHANNEL OUTPUT, BATT- — 


3 ERY ere as. REQUIRE ci 
TAGES 67%,45 1478 fs Pos 
1 4,1/1S5 & | ee tf LT? ! 


. 
TUBES 3 OSH, © /\2807,2/ = " 
12H6.2/12A6, |/12SL7GT & flied 

2 |2k8. With {4 VDC DYNA- & = 


; — CHASSIS AS iby oda SCHEMATI © 
MOTOR ouTPUT 260 vere LINK TYPE 5-FRX TRANSMITTER 81zE: 12x.x8; wr: 12 Les. RE-NEW v3 3B 
MA.,AUDTO OUTPUT DUUOHM RECEIVER; F.M. 30-40 CONNECTOR PLUG TO FIT UNITeesesseesee 1090 


ls SQUELCH CIRCUIT. 
S1ze:12x9¢x9#; wT:23 LBs. Fem 
Price: RE-NEW $18. 

CONNECTOR PLUG TO FIT UNIT «2. $1.90 


PHILCO Lia PRTI50GT 154-172 MC. FM. 
30 WATT, © VOLT DYNAMOTOR P.S. 


115 votT 50-60 cYcLe 4 
6 VOLT OC. SINGLE CHAN- 4 
NEL CRYSTAL CONTROL. SET 4% 
1S -HOUSED IN METAL: BOX : 
WITH SPEAKER,HANDSET, PILOT ¢ 
LIGHT CONNECTOR AND SWITCH. Ae 
ie 6 oR 115 Ve OPERATION. = me 
TRANSMITTER OUTPUT 1S 3 WATT USING TUBES |/ 
7F7,1/W7,2/7C5, CRYSTAL FREQ. 1S MULTIPLIED - 
32 TIMES FOR OPERATING FREQ. 
RECELVER SENSITIVITY % MIGROVOLT, OR BETT 
WiTH _iuges ES 21OAC 27K8, |/6V6, |/6SH7, i/68J7, 
2/6H6, 1/6S /OK6. FREQ. DEVIATION -. 15kC 
Case SIZE bf xOx 1S: wT: sHpG. 80 Las. 


RECEIVER CAN BE OPERATED WITHOUT TRANSMITTER 
PRice: USED AS DESCRIBED $29.50 


RECEIVER 


R-74/CRWe2 RECEIVER A.M 
SUPERREGENERATIVE TYPE FOR 
REMOTE CONTROL USE IN THE 
53-88 Mc BAND. WHEN THE RF 
TRANSMITTING CARRIER 41S MOD 
ULATED BY 475 or 3000 cYcLeE 
TONE, IT. ACTUATES THE RELAY 
IN THE RECEIVER WHICH CAN 
BE USED TO CONTROL EQUIP. Re 
SINGLE PRESELECTED FRE OST BE USE! hae 
WitkH tuses |/6SG7, /els, 3/6SL7 AND yo: 
DYNAMOTOR 24 voc INPUT, output 250 voc 60 MA. * | © 
$1ze:6x8xl0; wr: 15 tes. Orice: used $6.95 


NAVY TCS 
RECE| VER 


AM, 1.5 to 12 MC IN 3 [> 
BANDS, CRYSTAL CONTROL] — 


A crystal CONTROL, SINGLE CHANNEL 
Ba Bohs . /3pes* 1/6BJ6,2/ 
| /604 2E 50. USED COND 
ee | Pride 35 Les. 


i PRiceE: W/TUBES, PAYER. 14.95 


PHILCO RECEIVER PRT72G 70-80 MC.F.M 6 voLT 
VIBRATOR POWER SUPPLY, CRYSTA CONTROL 

VELCH CIRCUIT, WITH TUBES 3/6806, 3/6KK5, 
STEAQG, | ridevtal/ \/7F7 & |/7A8. USED Less cRYeT. 
SIZE: 0#x8: Be 46 LBS. 295 


LALE TALKIE 


NAVY WALKIE-TALKIE TRANSMITTER & 
@® RECEIVER. THIS EQUIPMENT 1S CRYSTAL 
CONTROLLED AND CAN BE OPERATED ON 
ANY ONE CHANNEL IN THE FREQUENCY 
@Y RaNGE OF 2.3 To 4.5 mc. voice (Ad) 
B\ COMMUNICATION ONLY, OUTPUT OF Leh 
| ts 0.2 WATTS AND SATIFACTORY COMMUN 
Ma\iCATION BETWEEN UNITS OVER AVERAGE 
J TERRAIN SHOULD BE aeti TO BE MAINT- 
AINED UP TO APPROX. eA MILE. 


NAVY TCS 
TRANSMITTER 


AM,1.5 To 12 MC in 3 
BANDS, 40 watts cw,20 
WATTS PHONE, VARIABLE 
MASTER OSCILLATOR ANO 
4° CRYSTAL CONTROL PRE 
SET CHANNELS OVER THE 
ENTIRE FREQ. RANGE. 
With 3/12A6 TuBES IN 
THE OSC. AND BUFFER- 
DOUBLER,4/|625's moD- 
ULATOR AND POWER AMPL 


OR VALABLE FREQUENCY 

OVER THE ENTIRE RANGE 
AuDlo outPuT 1.5 WATT 
tNTO A 500 OHM LOAD. 


ER, 2/128K7 tr PLIFIR| _ 
(2807 petecTor BFO, 


With TuBes I/1R5,1/4S5, gale. 3/ VOLTAGES | IFIER STAGES. |LLUMIN 12A6 osc. & 12A6 audio} | 

| REQUIRED 67.5 voc 3 MA; zvoc 4 mAs [.5voc | ATEO OIAL WITH VERNI- AMP. IF FREQ. 406.- | - 
MA FOR REC. 67.5 voc oes MA; 135’ voc 19 ER AND SPIN TUNING, 2S [LLUMINATED DIAL WITH | 

MA; |.5vpc 225 ma & =-6vpc 30 MA FOR TRANSMIT. | INCH METERS FOR READ- VERNIER & SPIN TUNING.| | 


AUDIO GAIN, AVC & BFO | 
CONTROLS. VOLTAGES REQ] 
UIRED 12 voc & APPROX.| 
220 voc @ 100 Ma. : 
CW PITCH AND oScILLaTe| 
OR SELECTOR CONTROLS. 
Size | lx112x13$:37ue. 
USED e 

USED CHECKED FOR 7 
OPERATION 54,95] 


ING VOLTAGES & R.F. 
ALL TUNING AND OPERA- 
TING CONTROLS ARE ON 


UNIT COMES IN A WATERPROOF PLASTIC CASE WITH 
SPACE FOR BATT. OR POWER SUPPLY. TELESCOPING 
ANTENNA 6 FT. HAS SPEC. LOADING COIL. 
COMPLETE WITH TUBES, ANTENNA, 2 CRYSTALS THE FRONT PANEL. VOLT 
FT-243 (No CHOICE) HEADSET W/CANVAS sate re FO dae cae I voc 
CARBON MICROPHONE, CANVAS COVER, 0 voc 200 Prvese. 
& MANUAL.SIZE 8x8x2é;wT: 8 Les. 3.9 Size: Next lax! a7 tks 

NAVY WALKIE=TALKIE DIRECTION ‘ ieee CHECKED 

FINDING EQUIPMENT MODEL DAV R OPER o 50 
SAME aS "MAB" DESCRIBED ABOVE aii the he GRAN USS 
ONLY HAS A DIRECTION FINDING 
LOOP CIRCUIT FOR HOMING AND 18 \) 
IN A WATERPROOF PLYWOOD CASE 
WITH WEB STRAPS FOR CARRING ON 
BACK OR FRONT. ALSO COMPLETE 
WITH TUBES, HEADSET WITH CANVAS 
BAND, LIP MICROPHONE » TELESCOPING, 
ANTERNA & 2 CRYSTALS NO GHOICE) © 
WITH MANUAL. SIZE? Oa aS * 

PRICE; umuseo $12.95 


{ tgp: VIBRATOR POWER SUPPLY MAB z DAV 
“DESIGNED FoR USE WITH MAB & DAV 
aie ABOVE, OPERATES FROM Ye V 
DC STORAGE BATTERY NT-6,THAT FITS 
ON BOTTOM OF P.8. PACK, 6 v 4amp, 
(CAN BE. OPERATED FROM ANY 6 voc 4 Aw 
sounte SUPPL Tes 1.5 voc .3 A,-6 voo 
og A,67.5 voc aoe A. 135 voc een 
LSO_ USED WITH NAvY EQuIP. 
MW .& MX. Stze:64x3éxl2+ wr: 2 Lee NEW. eaNSe 


wa N-T-6 PLASTIC STORAGE BATTERY 


/FOR ABOVE POWER SU BR eee 

® SUPPLIES D Ue. 

PStzZeE: 3x T: 2 LBs. fs 
3.95 


‘CHARGE BATTERY. 


TCS REMOTE CONTROL UNIT TYPE 
23270 FOR REC. TRANS. AND 
AMPLIFIER WITH HEAVY DUTY. 5! 
PM SPEAKER, MIC & PHONE JACKS, 
¥ote CONTROL & SWITCHES. 
BxOLx74; 7 Les.Re-new $9.95! 


ie. SHOCK MOUNTS. ONLY Ren 338 
MOUNTING BASE ONLY ei -50 wiTH 4 mouNTS $2.95 
NOISE LIMITER CONVERSION KIT welerone 2.00 | 


TCS DUAL Peron RtER SUPPLY . 
Input 12 VDC [4.5 

Output 440 VDC 900 MAS 

FOR TRANS. 225 VDC 100 

MA. FOR REC., FILTERED 

{NPUT & OUTPUT WITH 

START RELAY & CONNECTORS FOR CONNEC ee REC. 
TRANS. & CONTROL BOX. E-NEW 

S1ze:|22x7x74; wr: 35 Les. Price: $14.95 


D-40! DyNAMOTOR ONLY FOR TRANS. INPUT 12 voc | 
-9 amp, ouTPuT 440 voc 200 MA.RE}NEW 

D-402 DYNAMOTOR ONLY FOR REC.’ INPUT 12 

3.8 amp. output 220 voc |00 Ma.RE-NEW 


TCS POWER SUPPLIES 
m 115 V 60 cycce( Not surplus) 
: Hie heb UNIT FOR RECEIV- 
tip at & CONTROL Bx 
7x8x13 LBS. WIRED $50.00 
TRANSMITTER ONLY} cach, Seite 35.00 
REGEFVER ONLY WITH SPEAKER 
1O0x!0x6; 15 te. ™ 20.00 


TCS CABLES RECEIVER TO POWER SUPPLY $2.75 
A "TRANSMITTER TO * by : 
PLUGS FOR CONTROL BOxX & -" Me tO) 5 ta OO 


TCS ANTENNA LOADING COIL #47205;useD To MaT~ 
CH THE OUTPUT OF THE REC/TRANS. TO A WHIP 
ANTENNA TO OBTAIN THE MAXIMUM PERFORMANCE. 
OR BY USE OF THE 6 POSITION TAP SWITCH IT 
CAN BE USED TO MATCH VARIOUS LENGTHS oF 
STRAIGHT WIRE ANTENA SYSTEMS. 

S1ZE:6x9Sx62: wr: 7 ces. Price: useo $6.95 


c 
«99: 


TCS PARTS 
MOST PARTS AVAILABLE,ADVISE US OF YOUR NEEDS. 
Page 26 


STEPPING 
WESTER 
Consis 
NUMBER 
6 DECK 


SWITCHES 
N UNION AUTOMATIC NUMBERS 
Ts OF 3 ROWS OF LIGHTS 
ED 0-9, 3 STEPPING ola 
Il pPosiTIon, one {0 DECK 


24 POSITION STEPPING SWITCH, ONE 
RELAY 4PDT & 4PST, operates 40- 
48 vDc, MOUNTED ON CHASSIS 43x 


Tax | 34; 


P 


wt: 12 cps. FOTOLIA 
RICE: USED $19.95 


POS.DECK VDC PRICE: 
HD 24 $9.95 


- PODODANHOMMTWWO 


2000 To 5200kc 
BY USE OF 3 
PLUG IN TUNING 
UNITS, CRYSTAL 
CONTROL AND 
VARIABLE OSCIL 
LATOR, FOUR 
PRESELECTED 
CHANNELS, USES 


FT-171 hae HOLDERS WITH TuBEes 1/80] osciIL 


ye 


80! POWER AMPLIFIER,2/46 MODULATORS, 
AUDIO AMPLIFIER, 23" METERS 


0-3 R.F & 


0-300 voc ma. VotTace REQUIRED 12 or 24 VOC 


& 500 voc € {50-200 
$1Z&:18x13x7; wt: w 
PRicE: w/TUBES AND 


FOR 2 TUNING UNITSe. 


MA. 

1TH 3 TUNING uNiTS 100 LBS 
3 TUNING UNITS WITH CASES 
New $19.95 


wore ee mm em ee ew em eee we we mee we eee oe woes 


TU-17 TUNING UNIT 2000-3000 
TU 3000-4500 ' 


-18 
1225 


" " 


4500-5200 


CS-56 CASE FOR HOUSING TUNING UNIT 


I. 
£T-173 SHOCKMOUNTING 1.9 
PoWER PLUG CONNECTOR e iofte OR POWER | 


PE-135/ 


PE-55 Dynamotor } 
AC POWE 
Kit oF parts $25.00 


“2B 
2/24 voLT,useD |0.95 


Li 
wiRED $29.95 


COMCO MODEL 278 TRANSMITTER=RECEIVER 
275 MC. RECELVER=TRANSMI TTER irae 


FoR “E12/2A VOET oP 
1ON. POWER OUTPUT 
WATTS. UNI 
CONTROLLED 
NOT 
WITH octet 


5/6BH Bist, fein," 


6 Te, Seba Bee, 


Bares gy AN 


Size: {23xl1x5s. 0 w 


ERAT 
2+3 


1S CRYSTAL 


Ss 


conn ~ 
}NCLUDED 26 ebe 


BB 


COMPLETE W{TH oy 
D CONTROL BOX. 
T; 35: Les, 


UsED $39.95 


DIVERS TT 


DIVE 


PROVIDES A MEANS FOR COMBINING 


TY RECEIVER 


RSITY RECEIVING EQUIPMENT 


THE OUTPUT OF THREE 


RECEIVERS TO PRODUCE A SINGLE 
KEYED AUDIO OUTPUT SIGNAL, 
FREE FROM NOISE AND OTHER UN- 


DESI 


RED INTERFERENCE. |T IS 


SUITABLE FOR USE ONLY IN Ci 

& MCW SIGNALS AND NOT VOICE. 
THE BAND PASS FILTER 1S FoR 600 To 1200 cvrc. 
AND THE OUTPUT OF EACH RECEIVER 1S IDICATED 
ON THE METERS WHICH ARE 500 MICROAMP.THE 
AUDIO FREQ. CONTROL CAN BE ADJUSTED FOR THE 


PROPER BAND PASS. | 


NPUT AND OUTPUT IMPEDANCE 


ts 600 onms. Equip@manT oPpeRATES FROM | 15/230 


ie 50/60 crc. 


AND CAN BE RACK MOUNTED, 


1x19xt4 ; wr: 125 Les. 


cities w/e i80o7 1/6F8, 3/6n6, 2/687, 1/77, 
1/80. Size: 


abate: New witH MANUAL, 


AMPLIFIER, 
PRINTED CIR 
5678 & 1/6! 
RESISTORS 
3;2Les. #12 


$19.95 


FILTER, POWER SUPPLY. 


CUIT WITH Tues 2/5840, 1/- 


{2, SILVER PLATED SHIELDS 
CONDENSERS ETC. SUZE *5Ox3x 
80-779 - [385 


1D-168B/APA-44 AIRSPEED) 


CALORIMETER 


CALORIMETER D-7604681GI 
PORTABLE UNIT DESIGNED TC 
MEASURE THE RF POWER OF x 


D RADAR. TWO SYSTEME ff 85-506-1 | 
pee : 3/#61Tt G.E. Tues; 2/2N338 switcHiNG- 


ARE EMPLOYED,CLOSED CYCLE 

FLUID FLOW AND ELECTRICIL 

THE FLUID FLOW IS CIRCUL- 

BY AN INTERNAL PUMP WHERE 

‘HE RF 1S CONVERTED TO HEAT ENER@Y,THE OUTPUT 
1S THEN INDICATED ON THE 4" WATT METER. THE 

RANGE SELECTOR IS FOR Low RF O-[00 & HIGH RF 

100-400 watts. OPERATING voLTAGE I15°V. 50 - 

420 cycLte. $1ZE:20x!5x13; wr:75 LB.uSsED 

{FULL SPECIFICATIONS SENT UN REQUEST) $50.00 


mersenr’ BC-1333 MarKeR BEACON RECEIVER 
7TOMC. USED To RECEIVE SIGNALS FROM 
ABOVE TRANSMITTER. WHEN SIGNAL IS 
RECEIVED IT OPERATES A RELAY IN 


= THE RECEIVER WHICH IN TURN CAN BE 


USED TO OPERATE SIGNALS,LIGHTS, 


AIRSPEED INDICATOR 


INDICATOR. ConTAtine A 
KOLLSMAN TRUE AIRSPEED 
METER AND AN INDICATING 
DEVICE WITH A RANGE OF 
84 To 434 knots. BY OPERATION OF THE TEST 
SWITCH THE AfRSPEED SERVO MAY BE MABE TO RUN I 
DIRECTION OF INCREASING AIRSPEED, 1N DIRECTION 
OF TRUE AIRSPEED, OR TO HOLD THE PRESENT SETTIN 
FLEXIBLE TUBE CONNECTED TO A TEMPERATURE COMPEN 
ATING THERMOMETER. .JOHN OSTER moTOR # AV 240 
28 voc. . Tues! /6AK SW. 
DI71584. Stze 15x74 xo, cl te 19 
USED $5.95 Re-new $8 


RTI - 1 227APW-11.- REC. 


~TRANS. 


RT-122/APU- tl RECEIVER TRANS- 

MITTER, THIS UNIT CONSISTS OF 
A TUNABLE RECEIVER CAVITY, A 
CRYSTAL DETECTOR, A VIDEO AMP 
LIFIER, DECODING CIRCUITS, A 
TRANSMITTER AND CIRCUITS FOR OB 
TAINENG AUDIO FREQUENCY TONES FROM seat 
THE. PULSE POSITION MODULATED SIGNALS OF. THE 
AN/MSQ-1. THE TRANSMITTER CONTAINS CIRCUITS 
FOR ENCODING THE REPLY BY VARYING THE SPACING 
BETWEEN THE TWO REPLY PULSES. THE RECIEVER] 
TRANSMITTER RECEIVES INPUT PULSES TRANSMITTED 
AT A PULSE REPETITION FREQUENCY oF 410 CYCLES 
PER SECOND AND A PRESET CARRIER FREQUENCY 
RANGING BETWEEN 2680 AND 2920 mc. THE REPLY 
PULSES ARE QUTOMATICALLY TRANSMITTED AT A PRE® 
SET CARRIER FREQUENCY RANGING BETWEEN 2700 ano 
2950 mc. Tuses: t1/12AT7; aietel; 6AS6; 6AL5 
2040. Stze: 13x54x6. Wr. 19 Les. 
PRICE: USED WITH TUBES...-$14.95 

USED LESS TUBES.... 5.95 


C-400/APW-11- SELECTOR UNIT FoR 
RT-122 REC-TRANS-. CONTAINS pa 
RELAYS 24 VDC SPST NORM OPENS, 
15 9 Pin sockeTs, | ocTAL, 6 gees Be 
FILTERS, | DPDT SW. RESISTORS 
CONDENSERS ‘ETC. 5x6x12; 8 \ss™ 
Price: useD Less TUBES $2.95 


SERVO AMPLIFIER Sessa IN SEALED & 
BLACK BOX CONTAINING Six (6 
TuBes 2/6AL5,2/6AQ5, 1/6096, idl, 
RELAY DPDT, OUTPUT TRANS. COND. 
RESISTORS ETC. 


WEBSTER ELECTRIC AMPLIFIER 
serv Bre: ig OPERATES gph 

= LT WITH 

4 S/n? 1/6. 1/6sh7 & 1/514, 

S POWER SUPPLY OUTPUT 250 voc 

80 MA(UNFILTERED)5 vac @ 3 at 
6.3 vac @ 3 A., 6.3 vac @ 4 AMP. ALSO INTER- 

STAGE TRANSFORMERS, RESISTORS, CONDENSERS 
CONTROLS ETC. CHaSsis stze |4x6xl¥; wr: 19 Le 

Price: usep $4.95 


2/2N498 siLicon MESA PNP-4W: 


WesTERN ELECTRIC ReLay | => 


H|CAP.27 RES.5 CAP.2 MINI POTS 


TRANSISTOR BOARDS 


HE TRANSESTOR BOARDS LESTED BELOW ARE APPROX. 
44x5x@ AND CONTAIN THE PARTS LISTED. $1.25 
PRICE: EACH, 


FREQUENCY TRANS.; 2t/% WATT 
RES.3 3/1 WATT RES.; 6/ GLASS DIODES; & 
CAPACITORS: 3/.1 MFO @ 100 voc; 8/.06i 
mFo @ 200 voc; 3/}.5 mpp.-150 voc TAN fee 
ALUM CAP. 


AND So 


F40085-40}- 


1-3] 

2/2N498 4W. stLtcon MESA PNP TRANS. 
1/2N335 .}5W SMALL ideas TRANS. 

540 ptove 2.5A-400P IV; 4/4 watt & 
RES.; 3/ % watt 1% =A CAPACITOR: be 
1/5muFo-150 voc TANTALUM; 1/7 q 
1O00voe TanraLum; |/2mep—l00voc TaN-e Pie 
ALUM; tarp. 1600 voc; |/.0033mFp Paes oees 
100voc; 3/.Imro-100voc; 1/i000onu 
BouRNS TRIMPOT. 


835-40 = 1 1 


3/2N335— 
.15 W SMALL SIGNAL TRANS.; 6/U- 
ONODES; i/\ 2K SEs TRimpoT; 4/4 WATE 
RES.; 7/4 watt 1% res.; 1/.imro-200 | 
VDC CAPACITOR. 


#$44490-506- 
1/#6021 Rags + N23} SILICON SiG- 
NAL DIODE 5MA Iv.3 t/IN643 stBIcon 
DIODE 1OmMA~200V.% $/10K Bourn TRimPo 
t1/awatr Res; 2/Swatt REs.; 1/f% Re 
CH Onee sa 50voc a te 
. MF D- 1 50voc TANTALUM; . 
-200 voc; .022mrD-200 voc; *3/. Of 
200 voc; .01-400 voc; | TRANSFORMER Gentine 
PLUG-IN CIRCUIT BOARDS 
,|K-2405 Group MODULATOR WITH 
jcrysTAL G4CSW, 3 TRANSISTORS, 
4 diobes,5 cap. 25 RES. 4 MIN 
* |TRANS. ETC. HES) 


SES “E41 90402 CHAN 6-E WITH COILS 
172 Ke, 372 kc,4 TRANSISTORS,3 pos | CAP. 
5 RES. 5 MINI TRANS. 2 FILTERS ETC. | .00 


ma |K-2442-] RePeaTER 5 TRANSISTORS,3 DIODES, 30 


6 cap. 2 MINI TRANS. 8 TANT CAP ETC. $] 


K-24! 1 3.7/3.9 Supply 6 TRANS|sTORS,8 MIN,TAN? 
TRANS. $1.28 


K-2419 E & M Stanat UNIT with 8 ptopes, 2 TRA 
NSIsTorS,I9 Res. 14 cap. 2 ELEC. cap ETc $I. 


K-2409 Group DE-MODULATOR WITH I cRYSTAL, 5 
TRANSISTORS,4 DIODES,26 RES.4 MINI TANT CAP 
5 cap.3 MINI TRANS, FILTER ETC. $1.50 


[S1ZE:9x48x125 wr: 2 Las. ALL USED 


C-1-CONTRQL BALLISTICS BOX; 

FOR BOMBING NAVIGATIONAL COMPU= 
TER PT#654573; HAS 4 DIALS WITH 
CONTROLS CONNECTED BY GEARS a 
AUTOSYN neers ere Sy secre 

28 size 5 EA. AD ss 2426 12x 
14 2°€4, eb 78 & 2 EACH. 
ROTARY BAND swiTCH v7 DECK 10 
Size 9x] 2x8; 


RES. 


SERVO AMPLIFIERS #OA |18H fp eS 
/P.S#107861,1 TEST ADAPTER, 
OSITIONERS FOR JUMP ANGLE, 2 

TRUE AIR SPEED,DYNAMIC PRES 
SURE,AIR DENSITY,ANGLE OF 
ATTACK & MACH. 

s1ze:9x5x17; wr:40 tes. 


ANEENRA LOADING = 
9 


ROTARY INDUCTOR & DIAL 
32.7 UH, 43 TuRNS IS" DtA 
x 2# LG. COIL, OVERALL 
LENGTH 2&x22x7, p/o TCS 
TRANSMITTER. (SHOULD BE 
6o0D uP to 100 watts) 
WT: a an #TCS-L108 

vEo $9.95 
VARIABLE CAPACITOR TO MATCH ABOVE ROTARY 
COIL; 425 muro, 3éxlxl2 wiTH sHaFT. 
TCS-CG116 REMOVED FROM UNITS .ecesece 
ROTARY INDUCTOR COIL 
FROM COMMAND TYPE 
TRANSMITTER, COMPLETE 
UNIT LESS TUBES, CRY- 
STAL WITH DIAL, CAP- 
ACITORS, 2 VARIABLES 
ETC. SHPG. WT: 10 LBS 
BC-457-458 oR EQUIVEL 
ENT. USED $4.95 
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MAGAZINE 


MAGAZINE FOR RADARSCOPE 
IMAGE RECORDING CAMERA 
TYPE C-1A FOR THE 0-15 
CAMERA SYSTEM. WitH 1-3/8 
x 32" SPooL. = 
$1ze; 3$x5x94; wr: 8 Les. Fewer 
Price: usep $9.95 


DIGITAL DISPLAY: EACH UNIT 
WILL SHOW NUMBERS O To 9 


AMPLIFIER, ELECTRONIC 
CONTROL TYPE D-|;cHoPPER 
SAMPLING TYPE WITH TORO! 
DAL TRANSFORMERS WITH 
FEED-BACK LOOPS, 6 VOLT 
400 cycLe cHoppeR, 1/5814 
§ & 1/575) TUBES, SELENIUM 


tk is RECTIFIER SUPPLY, RESIST- 
MASAZINE ORS, conBENSERS ETE. @CHEMATEG 6 ac 
. 205voc,-35vpc,6.3vac cy 
MAGAZINE FOR RADARSCOPE Sneeasehas wrete nt 4 !86 


: ; WT: 12 LB. PRICE: USED 
IMAGE OPTICAL TARGET REC-  --SIZES4xOx23 WTe 

ORDING CAMERA TYPE C-7 COMPUTER-POWER SUPPLY LA-I5 & 

WiTH FILM sPoot size 1-3/& |Contatns 115 v 400 cycLe pP.s 
x 23. output -35vpc & 210 voc, 3 
S1Ze:3ex6x54; wr: 5 ces. peck 25 pos. WAFER sw. 3 
PRice: used $9.9 POLE 25 Pos. WAFER sw. | 

4 12 Pos. WAFER SW. 33 ‘ ; 
PRECISION RESISTORS WIRED TO THE SWITCHES 
ALSO COND. RECTIFIERS, CONTROL ETC.W/SCHEMATC 
$1z&:6x4x4; wt:3 Les. used $3.95 


SEEN FOR QUITE A DISTANCE. 
OPERATES FROM 6,3 vac. | 
CAN BE ADAPTED FOR BASKET- |) 
BALL FOUL INDICATOR BY PLA-|™ 
CING ONE OVER EACH SCORE- | 
FOUL BOARD AND HAVE A CONTROL : 
INDICATOR PANEL CONSISTING OF 5 SWIT-] 
CHES AND TRANSFORMER AT THE] — 
SCORER'S TABLE.(WIRING DIAGRAM FURNISED ON |= 


REQUEST) Can ALSO BE ADAPTED FOR USE AS A MOV] » 
ING READOUT BOARD.S!1zE:3¢x52x114; wr: 7 LBs. | 


PRICE: useo $7.95 cach 2 For $15.00 


CONTROL FOR DURATION TRIPPING 
PULSE PHOTO CONTROL SYSTEM E-| 
VOLTAGE REQUIRED 24 vDC, CONTA! 
Detco 24 voc P.M MOTOR 10,000re 
CONNECTED TO A GEAR BOX ALSO A 
3 DIGIT ELECTRIC COUNTER WITH 
MANUAL RESET, 2 - 24vDC RELAYS, 
START, STOP AND SINGLE EXPOSURE 
PUSH BUTTON SWITCHES, PILOT LIT 
& FUSE HOLDER. W/ SCHEMATIC 
Size; 5&x64x38; wr; 8 Les. 
Price: usen $8.95 


CU-128F/U ANTENNA COUPLING 
UNIT3 IMPEDANCE MATCHING 
UNIT DESIGNED TO PROVIDE 
EFFICIENT SIGNAL TRANSFER 
BETWEEN ANTENNA TRANSMISS- 
: JON LINES OF DIFFERENT 

F IMPEDANCES IN RECEIVING 


INFRA-RED IMAGE CONVERTER TUBE 
PERMITS SEEING IN THE DARK WITH 
LITTLE OR NO VISIBLE LIGHT. THIS | © 
1S ACCOMPLISHED BY MEANS OF INFRA] © 
RED RAYS WHICH ARE DIRECTED AT f 
THE OBJECT OR AREA TO BE VIEWED, |) 
WITE ASSOCIATED ACCESSORIES THIS 
TUBE CAN BE UTILIZED TO DO THIS PLUS MANY 
OTHER EXPIEREMENTS CAN BE TRIED IN OTHER 
AREAS. (DETAILS OF SNOOPERSCOPE? SUPPLIED 
WITH PURCHASE. )SIZE: 14x13; WT: 4 02. 

Price: $1.95 ca. 3 FoR $5.00 


PHOTOTUBE: SIMILAR To VisTRON R-7I, 90 youTs 
WITH LEADS, SIZEISx2e. $7580 


SIMILAR To VisTRON R+50, 90 votTs.| © 
WITH LEADS, stze 5/8xI4. $1.00 | - 


AMPLIFIER, ELECTRONIC CON- 
TROL TYPE E-1: Torrio colL 
TRANSFORMERS, K2701 CHOPPE 
ERROR SAMPLING & FEED-BACK 
be Se | COMMAND SIGNAL. 1/575] & 

: wen “ 1/5678 TuBE, TRANS. ETC. 

VOLTAGE REQ. 259 voc,-22v, 6.3 vac & 115v400c 
SIZE; 4x6xI4; wr: 2.8. w/scuematic U $1.95 


MOUNTING BASE For AMPLIFIER 
ASSY. LA-18; USED WITH CAMERA 
CONTROL SYSTEM LA-17, HOLDS 
ComPuwerR P.S LA-I5, Controt 
Amp. E-| & D-[ DESCRIBED ABOVE 
CONTAINS 4 RELAYS 4PDT, SWITCHES 
FILTER, RESISTORS ETC. ALSO 


INSTALLATIONS. FREQUENCY | MATTING PLUGS FOR ABOVE UNITS. Te aan BLN ORGS 5 
RANGE 4 To 20 MC. INPUT Size: 194x5x2; wr: 8 Les. a shige “ee 


LIGHT SENSITIVESWITCH 12 VOLT; AS_USED JN _ 
MIRROR=MATIC REAR viEW O5¢ EA. 3 FOR $1.00 


GEIGER MULLER TUBE 10-85/2J1-20 $5.95 


IMPEDANCE 200,250 or 700 
OHMS, OUTPUT IMPEDANCE 70 
OHMS. UNIT 1S HOUSED IN A 
WATERPROOF METAL BOX WITH 
MOUNTING FACILITIES ANDO MANUAL. 
$1Ze:8x4ex72; wr:suec, 15 ces. Re-new $3.95 


$3.50 BASE ONLY,WITH SCHEMATIC 


CONNECTOR PLUGS TO FIT BASE ONLY,EACH $2.50 
CONNECTOR PLUGS TO FIT UNITS " Seren IA 88) 


SUPER PRO OSCILLATOR 


MC-531 CRYSTAL OSCILLATOR KIT 

FOR BC-779 SUPER PRO. 1S DESIGN — 
BO TO STABILIZE THE, OPERATION 
OF THE RECEIVE 
OF VARYING LYAGE AND 


CHANGING AMBIENT T RAT EANS OF A : 
CRYSTAL OSCIL H P IDES FOR CRYSTAL | — 
CONTROLLED ANY ONE OF THREE SIG= 3 


T-233/URW-3 TRANSMITTER 
& MODULATOR 65.9 To 93.8 
MC AM with 4/815 & 10/ 
|2SN7 TuBes. CRYSTAL CON- 
TROL ONE CHANNEL. USED §N 
AIRCRAFT FOR REMOTE CONT- 
OF DRONE RECEIVERS. OQuT- 
Sn PuT apPROXx 50 WATTS. 
VOLTAGE REQ. 400 voc @ 400 ma. ano 24 voc. 
S1ze:83x!6$xl64; wr: 32 tes. useo $24.95 


{M-142/A1C AMPLIFIER 
2 USED IN LARGE AIRCRAFT 
CRE Ne Sy AS A AUDIO LINE BOOSTER 
ecg an Sebo AND MIXER FOR THE INTER 
COMMUNICATION SYSTEM. INPUT IMPEDANCE SOQOHM 
ouTPpuT 600 oHM. OPERATES FROW 24 VOLTS D.C. 
Uses oNE 26A7 TuBeE. WITH TUBE & SCHEMATIC. 
Stze:5x5x2: wr: 3 tes. Price: usep $2.95 


NAL_FREQUE N’ THE RANGE |.5-20 MC. A 
6AC7 18 USE@VIN A PIERCE OSCILLATOR. VOLTAGES 
REQUIRED; 270voc AND 6.3vac. |8x4d IN PANEL 4 
WITH CRYSTAL PHASING CONTROL AND CRYSTAL _SELE-| © 
CTOR SWITCH. LESS CRYSTALS, W/ TuBE, GACT. 

size 7x7x3$, wT: 6 Les. PRICE: RENWW $5.95 


SA-235/APA-57 CONTROL UNIT 
HAS A SMALL GYRO CONNECTED TO 
CONTACT ARM THAT MOVES ACROSS 

fa A RESISTANCE CONTACTS WHICH WI 
We WILL GIVE FOUR VOLTAGE READINGS 
IN RIGHT OR LEFT POSITIONS. 
ALSO HAS 24 vDC SEALED RELAY 
2PDTcLtarReE SK5235, AMP. THERMAL 
RELAY 20C8, 7 pos. & 3 POS. WAFER SWITCHES. 
S1z—E:10x5x5; wr: 4 Les. UNUSED $4. 


SERVO AMPLIFIERS FROM MD-2 
ELECTRONIC CONTROL STABILIZTION 
BOMBING NAVIGATIONAL COMPUTER. 
Part No. Destc. Part No. DESte 
656662 PH 
673097 MDH 


R-34/APR-2 RECEIVER 90-1000 
MEGACYCLES, PROVIDES AUTO- 
MATIC OR MANUAL SCANNING 


EACH UNI THROUGH THE FREQ. RANGE. 

‘ wr: 3Leas. U $2.95 ALL SIGNALS WITHIN THE RANGE! _ 

PRBOLY. 9 JH - 65866] MH CAN SIMULTANEOUSLY JNDICATEL| — 
Pee §=©658600 LH. EACH UNI VISUALLY ON THE DIAL AND 7 


$1Z€:5x3x3#; wr: 4 ces.U $3.95 
CoNNECTOR PLUGS ‘EACH USED $| 


1 GRAPHICALLY ON THE [-3/8!t 
SENSITIZED TAPE : TIME AT 
WHICH SIGNALS APPEAR IS ALSO RECORDED ON THE | 
TAPE; DURING THE SWEEP CYC. WHICH MAY BE SET 
pity or 5 pay) AuTomaTic Se et eae 
GH ANT. VOLTAGE REQ. voc & 80-120 Y 

400 to 2600 crc. WiTH je ieee 5 ROLLS OF 

TAPE AND OPERATING INSTRUCTIONS. 


Size: 21x10%x8; wr: 50 tps. Unuseo $99.50 
MT-171 SHOCKMOUNTING FOR ABOVE RECEIVER $2.75 
CONNECTOR PLUG ONLY $1.50 WiTH caBLe ...$2.7 


SEALED UNITS. 


2600 MC. REQquIRE 2C40 & 
2043 & IB27 TuBES. Has 
SPECIAL COAX. FEED LINES 
FOR UG TYPE CONNECTORS. 
SILVER PLATED assy. No 


$1.95 


Av-26/AI1C AMPLIFIER; Usep IN 
AIRCRAFT FOR AUDIO INTERCOMMUN= 
ICATION. CARBON MICROPHONE IN 
PUT, 600 oHM AND 2000 OHM OUT: 
PUT IMPEDANCE.WITH 2/12J5 & 2/ 
12A6 TUBES. VOLTAGE REQUIRED 
24 voc FOR FILAMENTS AND 250 
voc @ 60 mA. MounTinG BoR DM- 
32 OynamoTor 24 gers Ss 9 ._... eee 
Size: 94x5x54; wr: 8 tes. Price: useo $4.95 


TUBES OR TUBE CAPS. 
S$1ze:9x4xd; 5 cps. #202783 


WAVEGUIDE COUPLER ASSY-DUAL 
DIRECTIONAL. FLANGE SIZE 

|-7/8x|-7/8 WAVEGUIDE 17x 
[-|/8, DUAL Guipes 93" Le. 
WITH PRESSURIZING ASSY.9 LB 
IBM stk#1280-779-5806 $1.95 


FIXED COAXIAL ATTENUATORS 
ATT. POWER CONN- PRICE 

TYPE 0.B OHMS FREQ. WATTS ECTOR 
CN-T10/U 10 50° 1-4 Kmc 10 UG-45/46 $1.95 
CN-l11/U 20 50 |-4 * 5 n " "3.75 
CN-168/U. 3 50 |-4 5 " " 
CN-169/U 6 50 14 * 5 " " 


LoS PKCD cea Hawes 
W/S CDN NO. 29 "B" SET 
Approx 230 To 245 MC. 
WITH SELF CONTAINED 12/24 & 
VDC PoWER SUPPLY. TWO PRE- % 
SET CHANNELS IN THE FREQ. 
RANGE. (|DEAL SET FOR LOCAL 
NETTING. WITH TUBES 4/6AG5 
2/6AK6,2/604 & 3/6J6. 
SIZE: 4Ex8x1 1; wr; {8 Les. 
PRICE: USED $l 


KY-65/ARA-26 AUTOMATIC KEYER; 
MOTOR OPERATED 24 yoc, S$.0.S 
CODE WHEEL AND EXTRA WHEEL FOR 
MAKING OWN CODE, ADJUSTABLE 5- 
30 SEC. THREE 24 voc RELAYS, 
GEAR TRAIN RES. ETC. 
S1Ze:63x3§x4; wr; 4 ces. $6.95 ee 
CONNEOTOR PLUGS, 3 REQ. EACH $1.50 
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ATOR TUBE ASSEMBLY 
© me part oF SG-76 

PULSE GENERATOR 
. 2650-2950 mc 


VARI ABLE 
CAPACITOR 
140 mmr 26 
PLATES SCREW 
DRIVER ADJ. 
WITH LOCKING. 
NUT, 22" INCL. SHAFT xX | X 
hs  CARDWELL#ZU- | es 
3D9140V-1 1.50 


JOHNSON VARIABLE CAPACITOR 
DUAL 37=— SECTION, 
7000 vo CONTINUOUS 


ROTATION. {8% x52xD$: 
wt: 8 ceGAco DRIVE. 
Jounson#152-504 $9.95 
yeast VARIABLE CAPACITOR 


Dua 470 mur. 4500 vorts, 
125 SPACING, SIZE |5x54x54 


ey GAP. WITH 
33" VERNIER DIAL CLEAR PLA 
STIC WITH MOUNTING W/LIGHT. 
SIZE: MTG.5x4x24; ee 2LBS. | 
3093251.1 pP/o BC-1148 
Price: $3.95 


i WAFER SW 
RESISTORS 
0 CYCLE USE. 
RIP SIZE |x7, SWITCH SIZE 
" Dia. WT: 6 OZ. 


VARIABLE AIR CAPACITOR 
1} MMF To 200 mmr, 500 vac 
0.0245 ate GaP 27’ PLATES 


3" DIAL FOR 
VARIABLE TUNING, RF OUTPUT 


a ie 2 ; ECTOR 
129 PacNGYED FEO", | DouaLe, eno sHarT FOR couPL4 HOLS. COUPLE END 3 oy! VARIABLE iss | ear arion Movee 104/UPMC (9. 
: ING S$" INCL. SHAET xX 12 X| 29320 QB8]69~ 254 °$9.95 fy dene Size: 10"LG x 4" DIA. LG. END 
THUMB T Ue i pe aa MC~200S — ¥ 14.5-352. m Wr: 4 Les.Less 2040 $3.95: 
WHEEL WAFER 9200V $t TRANSMITTER VARIA CAP. EACH SECT. x : 
SWITCHES | ~---~------~ aa ae ee OMe ee el roses FREQUENCY READING 
NUMBERED VARIABLE AIR CA IZE3 103 LBS. CAVITY ASSEMBLY , 
| TO 10 6 To 20 MMF 3 PLATES 6] #7765} LO.” RemM.$8.95 | EA. 0.023 PART OF Seo 76- 
CAN BE USEO| AIR GAP 2axVExt2, SHAFT tha ¢ ela insta be i arte eas 4-5/8" Lc INCe SHAFT x Dax | PULSE GENERATOR § 
SINGLY 0 SLOTTED AND DOUBL . series AND USED WITH ‘Sew 
IN BANKS, HAMMERLUND #MC-20 F (BOGS COMMAND RECEIVER ia om ae Sacneny #980 | ROCESI8 | THE RF OSCILLATOR 
EACH secTi- | 309020V-9 «79 Apitigy CA AG Re , 2 TO DETERMINE THE 
ON SIZE 2 wee een een nn e-- oo Se cene al, er 7 MK-18 FREQ. MORE ACCURATELY AS 
cOxb, PRICE EACH SECT. 75¢ | VARIABLE AIR CAPACITOR RANG: © oy. #4601, eaves »GUN-SIGHT | INDICATED ON THE METER, 
BANK OF FIVE ABs ILLUSTRATED ore To 8.5 mmF 5 PLATES & GEAR Serie Bs RIK GYRO UNIT. | FREQ. 2650 to 2950, 3! VER 
ee OEX2Ex25 5 ee o BC-640 trans. $A105262| < LBS. CONTAINS 2] NIER DIAL, TAKES Ug-88 
30- 939-6 6550 4 S002vE8 $ .79 oe acon ccc AUTOSYNS RADIATION MODEL #1 ei 
a CAATADLLG DL i, rrr ; THAT ARE $'ze:4x34; 14 ts. 
VARIABLE AIR CAPACITOR bm FOR COMMAND CONNECTED = 


TRANSMITTER W 
GEAR TRAIN & 
DOUBLE END 

' SHAFT. 4x2éx3 
wt: (LB. 


; | 
Stk .# pene new $1.95 


~» VARIABLE 
s pune 


THERMISTOR BEAD 
ASSEMBLY _useo 
FOR 

ME AS~ Qicaas 
URING 
aps 


BY A SPRING BELT, ON ONE 

OF THE UNITS A jin MIRROR 
1S MOUNTED AND ON THE OTHER 
18 A FREE PIVOTING 22" MIRR 


DuaL 6 To {42 MMF EA, SECT 
37 PLATES PER secT. 42" Loe 
INCL. SHAFT X Jw x | 
HAMMARLUND#HFD- | 40 

#59 |0-643-9906 $1.95 


CAPACITOR 
VARIABLE 

AIR 2 sect. | 
3 To 15 wmMF & 


PER. SECT. 

3000 voLT PEAK, 9 PLATES 
PER arene 0.070 AiR GAP. 
Srze: | BY exes SHAFT 2x] 
CARDWELL ET-|] AD 
309015V-15 $1.95 
CAPACITOR VARIABLE AIR 2 
SECT. 2.7 TO 75 MMF PER SEC 
0.020 atrR Gap 15 PLATES EA. 
sEc. CRADWELL EU-75AD 


IRCUIT BOARDS WITH MINIT- 
RE PARTS AND TUBES, seven 
IFFERENT TYPES, PARTS TO 
ANY TO MENTION, MONEY iis 
OT SATIISFIED.GE#773-G 
ZE: 5x4$ alt SEVEN tee 
Les. FoR $3.0 


REGULATOR 

3s AMPLIFIER 
mi PLUG-IN UNIT 
Zags svat 
| TUBES 
2/5744, 1/5783 - 
| REASISTOR, CON 
_ OENSERS, VOLa 
3 CONTROL ETC, 

i ta) 8B S1ZE;4¢x6x23 


RF POWER PART 
oF SG-76 TERMISTORS D168 
35 58 16839 COAX. CONN. 
age ie Bt meer MODEL 
#120/UPMI9; s1z€:6€x2éx| 
wT; 6 oz. $1.95 


VIDEO OUTPUT AND =i Sop 
PULSE DETECTOR 
ASSEMBLY witHé 
IN-21B DIODE a 
TAKES UG-88 coax. CON 
NECTORS. RADIATION 
MODEL#/06/UPM- 19 
StZE:33x4x¥; 4 02. 


COAX] AL SWITCH 


OR. 
$1Z€:34x34x5; 3 Les. useo 
Less mirrors $ 


P4-{73 COMPUTER 
LENS ASSEMBLY 
PART OF THE P4 
COMPUTER BOMBING 
SYSTEM AS USED 
IN THE B-29 Bom- 
BER. CONTAINS 
PERISCOPE LENS 
SYSTEM AND A STR 
AIGHT LENS ASSY 
WITH CROSS HAIR 
ADJUSTMENT AND 
FILTER SYSTEM. 
$1z€:13x6x5 pLus 


WT: LBS. 3! PLATES |/8sPA 
TF eeona PI 19 to 116 MMF 
P-776|569-P4 23 to Ill " 
Uo TACs00G. 226 hoe 

Price: EACH $1.95 


Ow ee ee ee ee ww oe He we we ee eee ee eee 


T-7660443-P7. 15 to 8! MMF 
7 prates, 1/8 SPACING, SIZE 
3x2x2, SHAFT $x$;80z. $1.00 


$4.50 


ss wr: i te. 309075- 12.1 $1.95] po og, SH BRACKET. WT: 8ie| MANUAL USE 
arc: 75¢ EA oe Sige ts -3/8x|-3/8x3 ETE TUNING CA? won| A PRICE; $6. 95 1ON, TAKES 
——— oe. CAPACITOR VARIABLE AIR 2 | WITH GEAR TRAIN waeer | N-S OFFSET UG-21 coax 
HEATING ELEMENT gummi cect. 2.7 To 75 wu ea. sec| 5.S¢,2'AL8 1-5 To [OU uur. INDICATOR. & |AL_ CONNECTORS. 
WITH THERMOSTAT 0.020 aim GaP, 15 PLATES Beatik debe x GEAR TRAIN THOMPSON MODEL CON2CA/UPMIS 
1500 watt wiTH SIZE |e 3/8x 1-3 ie SHAFT es ASSEMBLY wiTH S$1ZE:24x3 LEss SHAFT & KNOB 
TO rae CARDWELL Ao DIAL SCALE . 
EpEEMO: 9075-12. 1 $1.95 Section | 10-0-10 ins ine aa A ie 
- ee | oanlinp VAGIARIE LIP” ouTsiDe O- GEAR RATIO Ee 
ELEMENT LGHT._ 74 CAPACITOR VARIABLE AIR 2 0-402ume Pepa Satan at): VAR TABLE IS 
l2"scRew IN AS SECT. 2.5 To 35 MMF PER. 50,000 OHM Sy GHaERTte 1% acc. _ CALIBRATED -30 


tN HOT WATER Maues IMMERSION SECT. || PLATES EA. Useo with APA-44 EQUIPMENT. To -50 DBM cat 


TYPE. WT: OL izE 1-3/8 x |# x 3; SHAFT ~ 153223 1.9 BRATION IS IN PEAK POWER 
ad 1500 watt $9.95 tee sl en aban beer ! used 8 WITH-IN | DB. WITH 2" DIAL 
1H-1000¥ 1000 " 7.95 | #59|0-649-267 $1.95 C-1A TAKES 2 UG-2] COAX. CONN. 

AZIMUTH Bama aN MODEL #105/UPMi9 
HEATING ELEMENTS VARIABLE iy S1ZE:3 ae {#3 wt: 4 oz. 


= HOOKED AND CURVED AS 


ILLUSTRATION. 
THERMOLINK # 2227 
_#-120 voit 1500 ah cae 


SIGHTING 
ANGLE 
@ Two 3" 

INDICATORS WITH 2 AUTOSYNS 


a 


ATTENUATOR PAD 3 DB, Takes 


o}* hideg CAPACITOR 
100 mmr 34 
PLATES, SCREW 
DRIVER SHAFT 


LONG. ea iZE 23" INCL SHAFT X | pRESSURE SWITCH: 2 ps} AY-201S-2B THAT REQUIRE 26 
THERMOL INK ae xi lg. F4460VC-100 59¢ 115 vac 10 amps.28 voc 2a. vott 400 CYCLE FOR OPERAT. ae OM ONE END AND MAS A 
{#8 voit {000 ae 4" leer D1 APHLEX 4555-113 $0. 95 ack os ieee ~44 Ser CMENT ER,8 INCHES LONG. 

wre we eee ewe we ee oewe ooo ceces W FAAC 5 
ea 5.5 To 100 mMF 0.015 AlRcar Babee thc! (88- | GEF7507649P8 $1.95 


PRESSURE SWITCH; 2 PS 
28 voLTs oc 2 AM 
D1 APHLEX #555-3409 $2.95 


THERMOLINK #2286 


ATTENUATOR 50 onms 10.60 
120 vott 500 watr 3" OHMS B 


STODDART#90520-11, TAKES 
UG-2] TYPE CONN. EACH END. 


SCDR ADU SHAFT. SIZE 2" INC 
SHAFT xl3x1 u/w BC-312/342 


LONG = 2 ‘ 
CHROMALOX "$8Xx134; FLAT Satie (ele 594. 


DAVEN ATTENUATOR 


SP EP ee Ome mee ew me eee wee ee ew 


"TT" NETWORK be 
tects ate IDV. ie WATT | een neneecwwcwn nnn bo verre ap are ca Be SU EAL ee ADAETER UG 188/U (wan fs 
, RICE: R is ; A UG-2| TYPE PLUG) To A 
FLAT STRIP HEATER o3hx a" i ab eae one i DIAPHLEX #555-2282 $2.95 DB PER sTEP STANDARD UG-88 CONN. CABLE 
3? VoLT 500 waTT. PLATES SCOR ADJ SH " | PRESSURE SWITCH; i PS} WITH DIAL 3" Lone, CN-210/U $1.25 
#2250 |5-24 $1.50 INCL SHAFT xlaxt Pp ont 2 Bares ceil N se a are 
er re Re cc: wb Sonat bees ea DLEAPHLEX #555-3430" » $2.95. | 30 preps wr: LB.$T-324F 
DLAs 75¢ €a.| CAPACITOR VARIABLE “AIR |PRESSURE SWITCH: 1210 PS) | RE-MOVED FROM EoUIP. 
CHROMALOx #SCB STANDARD To 50 MMF 0.015 AIR GAFI75 pRoer St 2bvoc 1 AMP. PRICE: $1.95 


SCOR SHAFT, 13" Vee SHAFT 


LIGHT BULB SCREW TYPE BASE [13 y 1 8/9 RO-65 
peeve ae - WATT 75¢ EA. Spssov 30 


$1.00 
ae a Re CIRCLE 


\ODBL-264A 


somaniculs ther 


WAGNET IC FOCUSING 
---~-------~--------------- w M 
PRESSURE SWITCH; 700-1000 | ers EN toaP ha 


AUDIO OSCILLATOR NETWORKS 
FOR USE WITH |2AU7 TuBE. 
Z| 73.2 CPS Z5 183.0 CPS 


Smee eee ~~ ewe we 


CAPACITOR VARIABLE AIR 
TYPE 6" pia. ouTSICE 3" |DUAL STATOR COMMON ROTOR ? voc IN RING, RING L229 eee 60244 02 
instpE, 118 vott 500 wart. 308 MMF EACH, 0.045 AIR GA WevErRow #1514-15-10 $3.95 | size 2-1/8 ge" Z3 |ae. "27 410.0." 
rice: $1.50 3 PLATES PER SECT. INSULATI |WaNY OTHER TYPES IN STOCK | Pure 5/8" w 74 144.5" 

ELECTRIC |RON or ag ee ee 5 ay OTHER ricrunete wo Pn 8 5/8Mxe Sie 5 cre CAN peize 1-5/8x|-3/8x 
SPECS. AVAILABLE, x END MANUFACTURERS NO & SPE ; 

BG TT 794 oy 004 HaAMMARLUNOD |¢----~------ pent ng atlas ape napa pte wt: 7 oz. ‘Pins MaGNneT CiR-7 fab ATION uP -Z (THEN NO. 
sanatotens TNFa Mtoe Tee ggneoe tmenrane pmice: Soa"Sron $1.00 | Baret! eho $1-aC F986 
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GENERATOR 


ANGLE TY 
16 PH 0.6 


ROTOR 2 PHASE 
LT 400 CYCLE. 
ART [4x2 NOT AVAILABLE 

GENERATOR PIDSCT LON 94 VOT 400 CYCLE 
EASTERN AIR DEVICES#J2GM07-40 

TRANM|SS10N GEN GENERATOR MFG. ARMA, TYPE 


AUTOSYN RESOLV VERS 

AY221S-3-B 400 CYCLE, ROTOR 2 PHASE 26 

VOLT, STATOR 2 PHASE .11.8 Ve BENDIX 1.95 
AY-|23D BENDIX SAME specs AS ABOVE 1.95 
SERVO CONTROL MOTOR MFG. BY OSTER, 115 

V. 400 cy LE NO LOAD SPEED 5000 RPM. 

TORQUE. | a5 OZ. IN $2.95 
RESOLVER MFG. BY CLIFTON PART#8SC-15DS ROTOR 


38 
$2.95 


nae Bese 0.5-16 VOLT, STATOR 0.5-16 VOL 2 oe 
AYBe |B 40ao 06, BIG Cae GENERATOR, JOHN OSTER 


BW, Foa00| BY OASIS TYPE 03X1~+400 


30 
RESOLVER MFG. BY OSTER TYPE 15-4042-04 35°22 95 
AUTOSYN DIFERENTIAL 
AY-165-A3 400 cyc,3pHase ||.8-GrHase 


| = | RATIO. BENDIX 1.95 
AY- 2328-38 BENDIX SAME SPEC. AS ABOVE 1.95 
AY- 231S-38-6 1.95 


etn SELSYN DIFFEREN TTB 
NORMALLY OPERATES FROM 

vo.ts 400 cycle BuT Seb OPER- 

ATE FROM 36 voLT 60 CYCLE as 

| SHOWN IN WIRING DIAGRAM ON PAGE 
Sl. S1ZE:22x44; wr: 8 oz. 

PRICE WITH CONNECTOR CAPS...eeee es 


SOMERATOR 


$3.95 


1-196 SIGNAL GENERATOR 160 To 
220 MC USED To CHECK LF & HF 
Ff) BANOS OF IFF SETS.. DRY BATTERY 
OPERATION USES ONE 957 acoRN 
TUBE VARIABLE FREQ. & TONE 
CONTROL, PILOT LIGHT, ON/OFF 
se SW. ETC. HOUSED #N WOOD CASE 
ANAS COVER. S1ZE;83x84x14; wr: 10 Les. 


REQUIRES 1.5 & 135 VDC. New $2 95 


10S-29/UPM-4A 
/PRECISION SYNCHRO- 
|SCOPE EMPLOYING A 
| THREE 1NCH CATHODE 
RAY TUBE.THE SWEE 
|OF THE°ERT CAN BE 
Se SS TRIGGER EXTERNALLY 
OR INTERNALLY AND CAN BE DELAYED WITH EITHER 
| TRIGGER. THE SWEEP DURATION AND, WHEN INTER- 
NALLY TRIGGERED, THE SWEEP FREQ. CAN BE CON- 
TROLLED. THE INPUT SENSITIVITY OF THE VIDEO 
AMPLIDIER CAN BE VARIED IN SIX STEPS FROM 
0.2-20 VoLTS PER INCH OF VERTICAL DEFLECTION. 
THE UNIT CONTAINS HIGH VOLTAGE POWER SUPPLY, 
BUT REQUIRES THE FOLLOWING VOLTAGES FOR 
OPERATION 300V,-27v,425,105v. NORMALLY SUPPLI 
ED BY POWER SUPPLY PP- 802/ /UPM-4A, NOT AVAIL- 
22x|9xl0. Wr: 50 Les. 
« USED- $22.95 


Lees @ + ee. 


ABLE. SIZE: 


RENEW- $34.95..... 


AZIMUTH INDICATOR 


|D-260/GRD AZIMUTH INDICATOR 
CONTAINS THE PHASEMETER WHICH 
PROVIDES THE BEARING INDICAT- 
1ON, AS WELL AS A NEON LAMP, 
2" C.R. TUBE & SPEAKER. THE q 
NEON LAMP & CR TUBE SHOW WHE- ~* 
THER OR NOT A DF SIGNAL 1S PRESENT IN THE SYS 
TEM. Has 2BP| OSCILLOSCOPE SYSTEM WITH CONTRO 
LS ON THE FRONT ERE Br Meee PHASEMETER 
SELSYN TYPE INDIC a & 3" SPEAKER. WITH TUBE 
| V/BAL® 2/\2AU7 2/6405, \/ AX? 2/eA6 1/2021, 
5Y3 & 1/OA2. OPERATES FROM 50/60 cve 


fe MTG. i9x}O4x12: wT:50 Les. Pits $29 .50 


RADAR FREQUENCY AMP. 


R-9 RADAR FREQUENCY AMP. useo 
TO INCREASE OUTPUT OF TEST EQU 
IPMENT IN 2750-2950 MC RANGE. 
oi POWER APPROX. 6 WATTS FROM 
TUBE. CONTROLS FOR POWER AND 
FRE erie e ComMPLETE WITH THBES 
; 5687; ane 2X2; 
o/0n3: “ORD 2/5Y3; 
SIZE; "108x173 Ps ur: Ae oat 


PRICE: 
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THE 


TRAVELING DETECTOR 


TS-452 SIGNAL 

# GENERATOR 5-100Mc 
Wy BY THE USE OF PLUG 
7 tN COILS, 


PROVIDES 


H A CONSTANT SINE- 
WAVE RADIO FREQ. 
VOLTAGE 60-100 TIM 

ES PER SECOND. 
PICKS UP THE SIGNAL 


TO BE TESTED WHICH IS AMPLIFIED AND APPLIED 
TO THE PLATES OF THE CR TUBE. THE MOST FREQ- 


UENTLY USED CONTROLS 


FOR THE SIGNAL GENERATO 
INCLUDING THE OSCILLATOR, WAVEMETER, 


VERTICLE 


AMPLIFIER AND NINE STEP ATTENUATOR ARE ON THE 


FRONT PANEL, 


ADDITIONAL CONTROLS ARE PROVIDED 


THROUGH THE DOOR ON THE TOP OF THE CASE. 
SIZE: 


PRICE: 


19x92x16; wr: 60 Les. 
USED SERVICEABLE $75.00 


4", 


TYPE XV, 


RECEIVER TOR 
115/90 VAC 
piacs 0-100 & 0-{000, 


BLOWER mS VOLE, 


UE SYNCHRO 23TR4 
CYCLE, TWO UNITS 
MOUNTED ON FRAME WITH NUMBERED i 
SYNCHRO 
SIZE 4x2x2 price useD $f5.00 Pr 


COOLING; 
vo-t 50/60 crete {25 
1732 HP. 1750 RPM 


NEW 


uorda, CAPACITOR START, 
63"Le.x52"wo.x 
TAKE 3" OUTLET 4 
PEDESTAL MOUNTING | x 
sHPG. wT:1/0LB W/CAP. 
TK# B-20) RE-MOVED$6. 95 


gee SELSYN SYNCHRO TRANSFORMER #78386 
hig, 115 vo.t 60 cycle, size 5+ 
x34, SHAFT |4xd; 5 Les. uNUSED$5.95 


"Ho TN= 
20" 


SYNCHRONOUS TRANSMITTER TYPE VIII 

50 vo_t 50 cycle | PHASE, 
33, SHAFT |4xd WITH ADAPTER. 6Les. 
Part #5578411 Price: 


Stze 54x 
$8.95 


23TR4 Receiver 115/90 V. 400 CYC. USED $7 95 
400 295 


23TX4 Transmit 115 


ou Con. TRANS. 115 V. 


400 ™ 


23RS4A Resocver 90/90 V. 400 " 


| 23CX6 Transmit 115/90 V. 
3X6" noon 
23CT6 TRANSFOR 90/IV PER DEG 60cY 


VOLT 
VOLT 
m SIZE 
FROM 


CYCLE 


CT. 


Mm GENERAL PURPOSE INSTRUM- 
ENT-FOR TESTING RADAR & 
COMMUNICATION EQUIPMENT. 
DISPLAYS A LUMINOUS PLOT 
OF TIME-VARING VOLTAGE 

PULSE OR WAVE ON A 8! CR 
SINE wave oF 10 cyc 
To 5 MC ARE CBSERVEABLE. 
300M onMsS w/30 MMFD CAP. 


Pe TUBE. 


INPUT IMP. 
INPUT SCOPE ONLY .f To 100 voLTS PEAK. 
pores TRIGGER PULSE + 25 v. 4 MICROSEC. DUR 


FRE 
TO 


1 PHASE, 
3206 RPM. size 2 
1/16 x 1/2. with Gear 

NEW EquiP.)PRice:  $5,00 


af 7 295 


" 7.95 
60 crc. nEw~ 10.00 
"~~ useo 7.00 


ul 7.00 


DAYSTROM TRANS#COftL ConTRoL Motor 115 
2 PHasBe 200 
x 2, SHAFT 
REMOVED 


TS-239 OSC ILLSCOPE 


SIGNAL 


RANGE | cyc TO 3 MG. PULSE DISPLEY .2 
MICRSEC. INTERNAL SQUARE wave |50 cyc 


PER-SEC.ADU. | TO.| VOLT. ALSO 75 VOLT SQ. 


WAVE. 
DEFLECTION W/MAX. 
CONTROLS & CONN. 


SENSITIVITY »| VOLT PRODUCES 
AMPLIFICATION. 

ON FRONT PANEL. SIX STEP 

MULTIPLIER EXTENDS RANGE SOO TIMES. 


SWEEP ADJ. «| TO SOM MICROSEC. 
POSITIVE OR NEGATIVE POLARITY. WITH USE OF 


PROBE #NPUT 
hg 500 W OF SENS. 


tMP. 


wr: 25 .es 


AND INCR 


PRICE: 


“USED $14.95 


STAND. 


MAY BE INCREASED TEN vee 
ASE / VOLTS 


DESICCATOR PUMP TEST FIXTURE: 
CONSISTS OF AIR FLO-SCOPE INDICA 
TOR WITH 4!' MAGNEHELIC METER 0-8 
INCHES OF WATER AND PRESSURE CON+ 
TROL VALVE ALSO TWO 3" SQUARE 
METERS 0-50 VDC 500 oHms PER VOL 
AND O-5 AMP METER, RHEOSTAT, SW, 
PILOT LIGHT ETC. UNIT 1S HOUSED 
IN METAL CARRING CASE 21x13x6; 


SYNCHRO SELSYNS. 


SYNCHRO GENERATOR SPERRY PT#R 66364: 
MFG. BY BENDIX FOR IBM. SIMILAR To 
BENOIXx OPERATES FROM 26 
vo_ts 400 cYcLE SINGLE PHASE WHEN 
USED IN CONJUNCTION WITH BENDIX 
AY-20! SYNCHRO CONTROL TRANSFORMERS — 
IT WILL OPERATE up To 20 UNITS. 
WILL ALSO OPERATE FROM 6 voLT 60 cy 


WITH A SLIGHT LOSS. Es Bgx28; shard xh | 


wt: 12 0z. PRICE: NEW 


AY-20! SYNCHRO CONTROL TRANSFORMER 
MFG. BY BENDIX,KETAY, CLIFTOM ETC 
Rotor | PHASE 26 v 406 cyc. 
STATOR 3 PHASE [1.8 Vv 

Size: |sxl4, SHAFT axt/16; wT: 30 
PRICE: RE-MOVED FROM EQUIP. $1.95 EA. 


SELSYN TRANSFORMER DIEHL #812732 
115 vort 400 cycle. CAN BE OPER- 
ATED ON 60 CYCLE WITH CAPACITOR. 
RE-MOVED FROM EQUIPMENT. 

$1ze:2%x2hx2k; 3 Le. $2.25 


295 ac-788C RECE WERT 
meg |TTER ALTIMETER,PULSE =f 
TYPE, TRANSMITTER OUTPUT 


#50 watts. FIXED FREQUENY| 
C.WiTH TUBES Tee a 
om d i7eL6, 9/6nGa AND | ta 


FRoM 115 votT 40 00 cycLe. | 
x9x8; wt: 13 Les. BA USED $18.95 


OpERATE 
Srze:| 


ML-117 NOIGATOR. ea 
TOR ano SPEED. UNLIMITED WE 


LIGHT, 0-360 DEG. WIND ORE 
TION RANGE INDICATED BY 8 

LIGHTS, FLASHING LIGHTS OR |” 
BUZZER INDICATORS, {NTERRUPTEL| 
CURRENT ACTUATED, [10 Bi. 
*: or 6.8 voc. (THIS IS ONLY THI} = 
INDICATOR, requ iees OTHER | 
PARTS FOR OPERATION)FREIZ ITEM #18-1475. 

S1z&:94x4; wr: 24 Les, PrRice:RE-NEW S12, 95 


GENERAL ELECTRIC SELSYN CONTROL 
_ TRANSFORMER MODEL_NO. 2J15NI 

g 57.5-57.5 vo_ts 400 cy 

$1ze: 2x2x2: | LB. NEW °95 


MO-58/APS-3 MODULATOR For supp-| 
ING POWER To RT=[0/APS-3 TRANS- 
MITTER CONVERTER IN PULSED FORM 
TWO MICROSECOND 350 crc. one 
MICRO-sEc. 700 cyc. WHICH Is RE] _ 
_ CEIVED FROM THE pect an " 

OPERATES FROM |] Srctee : 


Aes 3 Maer \/3B86.1/ 1/829 i 
172: w sf. ; 


$ 95.8. USED 
_ AVPLIFIER USED $39.50 


S-3 AZIMUTH CALIBRATOR ™ 
MX-10/APS-3 DUMMY INOICHTanOY om 33 


MD-16/TPS-3 MODULATOR, RADAR 
Type P-3E EMISSION,RESONAT CHAR- 
GING SYSTEM THRU TYPE E LINE 
THAT 1S DISCHARGED THROUGH SPARK 
GAP & PULSE TRANSFORMER,900 OHM 
ey 8 ie ouTPuT, 200 PULSES 


PER SEC. DURATION. 
With tuses 2/705 & Fert b3o- 83s, Orcerr as VOL- 
tace 115 V. 400 OYC. S1ze: , |2ex lex | ; 125.16 


WITH TUBES : 6AK5, 2/6AG7, 2/6C4,8, 768 }-82A 5" 
T96AtS. 2/6SN7, | Ve 10 4 5 42/6K5, \/5R4 & |/3uP] |NDICATOR : 
Size:2lexlOaxi3a: w 28 * 
PRICE: USED CHECKED "foo. $01 NOT cHEekED$55.00 |-81A 3 
INDICATOR 


|-82A INDICATOR 5% ILLUSTRATED To LEFT ABOVE 
ie 360 DEGREE SCALE CONTAINS A MATCHING AUTO- 
SYN MOTOR TO BE USED WITH THE LP-21LM Loop. 
OPERATES FROM 26 V 400 cyc.(60cve see BELOW) 
1-818 INDICATOR 3" |LLUSTRATED To RIGHT ABOVE 
0-36 DEGREE SCALE CONTAINS A MATCHING AUTOSYN 
THAT WAS USED WITH THE LP-21LM Loop. 
OPERATES FROM aos 400 cyc.(60 crc. pas! BELOW 
1-82A INDICATOR 7.9 

1-81A_ INDICATOR 3m UsED $3.95 agen 2e 
PL-118 CONNECTOR PLUG FOR INDICATORS 2. 


IPMENT OFFERED AS USED SERVICEA Re Ss ¢ + = LE 
Seige co: « Cae 
CAN BE_ RETURNED = : : eare 

FIVE DAYS AFTER YOU RECEIVE IT PROVIDING SEE ESTER 
YOU PAY FREIGHT CHARGES BOTH WAYS. RSE a deeb ge ae 
BUY NOW AS QUANTITIES ARE LIMITED 7 USED TO RAISE THE ANTENNA OF THE 

4 CRT-3 RESCUE TRANSMITTER WHEN A 


WIND 1S BLOWING IN VELOCITIES OF 
FROM 7 To 40 MILES PER HOUR. 
THE CLOTH OF THE KITE 1S MOIST- 
URE-REPELLENT AND THE FRAME (tS 
ALUMINUM. |NSTRUCTIONE FOR ASSE- 
MBLY AND USE ARE PRINTED ON THE 
CLOTH. 
COLLASPED size 19x43 wr: 2 LBs. 
PRICE: 9 


BoonTON UNIVERTER are jai Be eww cece ww ee sore nrereccoe re : 


Dea, Fon 4028. Sia. Cew Ry Me tuner me crises 
RESCUE TRANSMITTER WHEN LACK 


IGNAL Gener-| DER FOR 2028 Sic. GEN |NPUT 
No. 2028 $75.00 500Ke 5" 
+ 207E (Rack 85. OF WIND DOES NOT PERMIT THE 
ue \ ) - on $| USE oF THE M-357 KITE. THE 


BALLOON 1S MADE OF NEOPRENE § 
AND SUPPLIED IN A CAN WITH \ 
m) [A KEY FOR OPENING. WHEN INH 
{ FLATED BY MEANS OF THE HYD- 
-] ROGEN GENERATOR AND INFLATING e 
‘) |TUBE,DESCRIBED BELOW, THE DIAMETER WIL 
14 FEET. Has 2 cord Loops FOR ATTACHING ANTENN/ 
2|AND RUBBER CORK STgnrge- SHPG. WT: 2 LBs. 
PRICE: 


M-278 BALLOON witH M-3I5 HYDROGEN GENERATOR 
ano INFLATING TUBE.........$10.00 


wwe «ewe ww wo owe ee & we om Se OO 


M-315 HYDROGEN GENERATOR; useD To 
INFLATE THE M-278 BALLOON. COMES IN 
A STEEL CYLINDER FILLED WITH LITHIUM 
HYDRIDE; OPERATED BY IMMERSION IN 
WATER; KEY AND TONGUE ON EACH END 
FOR OPENING CYLINDER. «< # 
REQUIRES INFLATING © Wz 
TUBE FOR USE WITH | AS 
BALLOON. fos 
SHPG. WT: 8 vas. 


AD-YU 205 B-| 
Puase Detector w/VTD 
15-400 Mc. $100.00 


TEKTRONIC 180s2 
TIME MARK GENERATOR 
$75.00 


yaa eae }2|2 AIRBORNE INST. TYPE74 
eS 13 CHANN Notse Bev nn INDICATOR 


M- Dale HYDROGEN Be teen ee te nee 
TUB 1% 
Wo147/cRT-3 ANTENNA WIRE; cADMIUM- 
COPPER ALLOY 16 STRANDS x .O40 MAX. DIA. 
Q 65 te. Test 306 FT. LG. ee ON en $ “ 
. Bene G: wT: LB $2.95 
; GOV'T TEST SETS G7508 SIGNAL LAWP LIGHT ARcERELY 
4 VOLT LAMP {N BAKELITE BASE WITH CLEAR 
AN/UPM-11 Raoar RANGE CALIBRATOR $50.00 | POLYSTYRENE SHIELD WITH WEB STRAPS FOR 
8600-9600 Mc WITH WAVEGUICE STRAPPING TO HEAD. Sze 3x2% w/95" cord 
FOR PLUGGING INTO TRANS. 40z. $1.50 
M-390 PARACHUTE; YELLOW NYLON 12 FT. 
DIAMETER, 40 LB. CAPACITY, 16 NYLON 
SHROUDS || FT. LG. USED To DROP RESCUE 
TRANSMITTER AND ACCESSORIES. 
UNUSED, NOT IN DROP PACK. SHPG. wr: 2 $9.95 


T-74/CRT-3 TRANSMITTER WITH ACCESSORIES $75 


DUMONT. OSCILLOSCOPE 
$35.00 | 274A 5" CR 95.00 


; HEWLETT PACKARD 
A CounTER FREQ. .OlHZ-lOmFz 6p1GIT $275 
AI5A Square Law DETECTOR 65 
Notse DtsTorRTION ANALYZER 75-\ 
OOA HARMONIC Wave ANALYZER SO0cyc-!6xc 200 
OOB Aupto OsciLLaTor 20 To 20,000 crc 50 
OO Vacumm TuBE VOLTMETER 40 
00 FREequENcY MeTER 10 To 50,000 cyc 75 
|2A PuLSE GENERATOR 100 
aad ele Oscttcator 20 cryc-20,000cye {00 
Nee aes 5 BOONTON RADIO CORP - 


SPERRY MIicROLINE 3IA2 
Peak PoWER METER 
0-300 mictiwatts $60 


BERKLEY 5558 
EPuT ot 6 Diait 
125.00 


FLTTINGS,HORN & CABLE. 
AN/UPM-35 ANALoG CompuTER Test SET $40.00 
FoR USE WITH SERVOMECHANISMS 


AND RESOLVER OREVERS. 

-AN/UPM-25 Raoar Test SeT,8500-9600 Mc. $40.00 
USED TO MEAS. TRANS. FREQ. 
POWER OUTPUT & SPECTRUM, REC. 


SENSITIVITY, MAGNETRON PULL ETC. 
AN/UPM 46 Sea To 3-147 SIGNAL sae yas 
= ADAR RANGE CALIBRATOR 2 ~~ _)> aw — 
; 23.5 To 24.5 Kito Mc.wITH FRANSIS1 CASES 
WAVEGUIDE ADAPTERS & HORN. 


iS TRANS! ST eae ALUMINUM USED GOOD CONDITION. 
aun Wort beoee: oe iotae pes a eae MEASUREMENTS ARE FOR INSIDE. 


" tL ost 
ING SYSTEMS. CONTAINS SIG- MX- 1909 CASE |48"Hx18% Lxee 
NAL SEMEHATORNOR 40 30 MC. BOTTOM SECTION COVER 12" veep, 
5 3" scope, METERS ETC. 1" COMPARTMENT ACROSS BOTH SE 


" Nuigoua TuBE VOLTMETER 45 
75 |.F. ConverTER 35 
SFM SIGNAL GENERATOR’ 40 
iS) FER 


RIS 
22h SIGNAL GENERATOR 85kc To 23 MC 
| MicRovoLTER ~ 
KAY-ELECTRIC 
MARKA-SWEEP 9 CRYSTAL MARKERS 75 
MARKA-SWEEP TV CHAN. SEL. 2-13 85 


FITTED WITH FOAM FOR SPEC. USE 
ILO Marka-Kito-Sweep .|—2mc AN/URM- 1 | AN/ARC-33 Test SET $20.00 ; 
MARK A~SONA-SWEEP AN/GPM-1'7 TRANSPONDER TEST SET $75.00 ruare psa, are baa 4 : 


50B aot tae VIDEO 

EGA-NopeE Noise Diode 40 

3600 VaRI-SWeeP(LEss PLUG-IN) 40 
—  —— TEL=- INSTRUMENT 

900 MuLTI-FREQUENeY GENERATOR [0 RANGES 50 

120 RF PicTuRe GENERATOR 60 


RR Dette 


VOLTAGE REGULATED POWER SUPPLIES 


LAMBDA VOLTAGE REGULATED POWER SUPPLIES 
{05-125 v 60 cyc, RACK MOUNTINGS 


C-28 200-325 voc @ 100 ma 6.3vac 3a $25 


UPM-19 CASE | oF 2; BOTTOM 
SECTION 1 14"Hx}5"Lx7a"W, cover 
an Oger, WITH HASP FASTENERS. 

WT: tl te. $5.00 


000 Bar & Dot GENERATOR 60 C-281M ee ano voc @ 200 Ma ano 6.3 TS-730 Borg cops rye aN 
‘500A WossuLaTor @ |0 A. WITH METERS. 50 eee Spire Fret 
O2A AM-FM GENERATOR C-480M 0- -200 Bo @ 400 ma. ano 6.3 60 }QS"Hx | Sd'""Wx92"D, WIDTH Less 4 
c @ 15 A. WITH METERS. > auives 102, cover |" OEE 
C-1580M 0-200 voe'|.5h aN 6.3 vac $75 Wt: 10 LBs” $5.00 
1 HE IETS SO 00 wo $175 | SBEENEEN | 0 000, we @ sep | T3100, GASES 10F*HNISF*LREE'D, 
aL ENERATOR TO Cc 2 - x x 
0 to 1000 mc 185 560 BB 1150/500/600 vee @ 500 Ma. $60 | cover 14" DEEP. HINGED COVER AND 
" 300 to 1000 mc 150 ck vec 10 A. WITH 4x4¢ HasPs. WT: I3 Le. " 
GENERAL. RADIO Aye e sn Coy TENT p's ch dod ae Diag Ugh CDRA NRC eR aed te SN ns Seat Ms ape a RRR Spe 
s METER [00-200Mc HARMONICS yamine FREQUENCY STANDARD TEST UPM-19 CASE 2 oF 23 
-3000uc. BATTERY OPERATED 1 UIPUENT LABORATORY BOTTOM SECTION eax! 3"Lx9"W, 


SYLVANIA MODEL SOI BY HALLICRAF- 


%& | TERS. Frequencies 4 Mc 

= 100 Mc ano 1000 Mc, 

Me’ WITH OR WITHOUT MODULA- 
gm TION. PowER REQUIRED 

115 vort 60 cyrcLe. 

20 Les. useo $30.00 


COVER 3" DEEP WITH HINGED COM- 
PARTMENT #" DEEP, REMOVEABLE 

TRAY THAT FITS INTO LOWER SEC. 
I ANDO TOP 2" BOTTOM SECTION 
HAS 3. COMPARTMENTS 6''-43"..28 
SPOT WELED ALSO SOME BRACKETS. 
HaSP FASTERNERS. {1 Ls. $5.00 
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75 
; 100 
POLYTECHNIC RESEARCH t 
O1SE GENERATOR VHF-UHF 93 
Ag CANADIAN RESEARCH 
6 BREAKOOWN, TESTER 900v to 2500v W bay 


$1z€:10x7x94; 


INSULATORS COUNTERS CRO SWITCHES|PPUSH SWITCH 
1 oeB C 


AIRCRAFT TYPE 
HOLE MOUNTING 


su Two. 
FIG. #1 
t 7 SP NEW 


SPDT NEw hy ee BoA 138 
- BOVE SW; CENTER-OFF) a 
OT new 15/125 3022-7 .35 Je 


~~ STAND-OFF pee 


Stk FTM_ 1016805 Dia. qn Sent: [EA ene eioeaine ONES IDE Spst LY OPEN (asove SW. CENT-OFF MOM.B.S. 
LONG, 3-20 Mayans Shu? MTG MALLY OPEN, THE OTHER THE i Us, 71 SPOT new [5/125 BeIB 
2 LB, PRICE: $3.5 cLosep. PIN pLuncer. ja" |!A/I 1001 +35 = 


STK .#9G 1300-8 02; we Pe 
5" LonG, $-20-THREAD, 3/8" 
DEEP. ILB. $9250 


ota. | 3/8"HiGH. 30 


DPST; 40810094, noRmMaLLy 
OPEN. LARGE, SPRING-LOADED 
LEVER PLUNGER. 25 Bt" y [1 


-60 
SPST; WHBTS49A-1, NORMALLY 
OPEN. LEVER PLUNGER. 2%x|"! 
x5/8". -30 
SPDT Micro V3-54, | NO. oP 
OTHER NO. sA. |25voc 
10a. 125ac. STi Jonlci(o 
STK#PS852— V3-54 


zaue gi ieee | ee eee 
OSED: 
SThge59046- Da rips é. 60 


A. 3 picit counrer. 1/8" 
SHAFT. Each wumERAL [/8 


IN. SIZE: Ex¥xe. 
sregenstaae $ .78 
B. 3 DIGET COUNTER. FOR 
VERTICAL MOUNTING. 3/8 
IN. GEAR ON SHAFT. EA 


1/8".1 tI 8 
sede ae 


C. 3 DIGIT COUNTER WITH 
BEVELED GEAR 2#x|3xId. 
NUMERALS Rains 
STK#CBSHI77 $1.00 


D. 3 ofe8T counter W/otcITs 
{OTHs, oNES, TENS. [00 
THS DIGIT REMAINS o. 1/8 


POT new 30/125 C=3 .75 0 
ABOVE SW. MOM, BOTH StOESy 
CENTER-OFF 


DPDT new 5SA/125 SW5I25 65) 
(ABOVE sw. CENTER GEE HOLE. 
MOUNTING y ; 
SPST NEw | /125 8 31th 1, 25am 
ABOVE SW. MOUNTED ON "ton= J 
OFF™ PLATE 2"x2 7/8"; | 
Four |/8" rig Lis UIRED) | 
PDT rem 15/125 § ie 
ABOVE SW. efi 
IRON CASE MOUNT FOR LINEAR 5 
OPERATION, 23x | e"x [Ze 
OPDT new 15/125 BarkeLew 


SPST NORMALLY opEeN; 3A/250. 
Psw002 35 


STK .#9G1300-128; 14" p1a,8" 
LONG, 4-20 THREAD, 3/8" op. 
2s" tn. MTG. Idle. $3.50 

Stk .#Ins.10}4; FEeeD-THRU 4" 

LONG 3" HOLE, 7/8 DIA. WITH 
NECK. PRIicE: 25¢ 

3TK «#3G2001-6 ; FEED-THRU 6! 

| IN. HOLE 3/16 DIA. NO 

Is CK. PRICE: 35¢ 


DPST NORMALLY OPEN; 3h/250. 
PSWO003 35 


OPST NORMALLY opEN; 1A/250. 
PSWO04 635 
SPST GOLD-FINISHED DOORBELL 
NORMALLY OPEN; | 5/8" pia. 
HARDWARE INCLUDED. 

PSWOO5 -35 
JPST INTERLOCK, NORMALLY 
hag ete (329825 5/254) 


SPST PULL SWITCH, NORMALLY 
OPEN. PSWOO7 230 
SPST NORMALLY CLOSED; CAS=N 
nls AS GROUND; 4"! SCREWS 


i 


BRASS BOLT 6$"' Lone x |/2H 


StTK.#INS.#1015; FEEO-THRU 
ts SW. MEASURES xeaty 
| 


W/NUTS',SPLIT INSULATOR FOR nN. ABSHOO3O. ne x05 DPDT; MS25008, one sive eatons. FOR MOUNT. 35 ™. FOUR SSREW MOUNTS FOR 
i THICK MOUNTING WITH STK#CBSH90 NORMALLY OPEN, THE OTHER = Golaeres ; 
CORK WASHERS, OVERALL LGTH CLOSED. EXTENDE® BUTTON Spst NORMALLY OPEN; .75/125 


G. THREE DIGIT COUNTER 
WITH BEVEL GEAR OPEN 
FRAME BACK, LEFT DRIVE. 
SIZE Peleg aoe MTG. 


PLUNGER. 22'x2%x/ $1 50 


SPOT; YZ-3RLTC2, ONE SIDE 
NORMALLY OPEN, THE OTHER 


PSWO09 «39 


SPST NORMALLY OPEN. 
PSWO10 <o9 


SPST NORMALLY OPEN. atl 


3Ex2, wr: 2LeB. $2.50 


STK .#3G584 IN-84 Feep-THRru 
CONICAL SHAPE, 5" Le. o/a; 


2 CONICAL SHAPED |-1/8 Lo. MASK 18x! CLOSED. STRAIGHT LEVER Equires 5/8" HQLe. 
x13 DIA. AT BOTTOM, ig i. STK#G32163  $.50 PLUNGER. 2"x7/8x] 1/16". PSWOl | pmegh i = MOUNT INGS: a F 
Tor, 1/4" ota. Roo with 1/41 F. 5 orate counTER me #20 SE ee OPEN. SNC5-5P cars RE OU AG AdT oe ee 
IN SHAFT EXTENDING - W7- =e 
BBs 20F Ac 2 POR AS OOS ceag BABN Cues |. | etosto. Pin pLuseR, oe | CIR CON RATING _NO 
SIMILAR TO ABQVE oe mons ela Ve xi". 235 : a SPST rem 6A/125 SW-105 


BOTTOM INS. 3/4x3/4x|#* Top 
| £xl-1/8x12: 3/16 Bott 3" LG 
w/NUTS & WASHERS. { 4.8. 


Se ee ae 0 


_ THREE DIGIT COUN 

TER) GEAR ON END 
IN. SHAFT. 

s 1.  @RIX-D $1.00 


THREE DIGIT COUNTER 


SPDT; BZ-3R-A2, ONE SIDE 
NORMALLY OPEN, THE OTHER 
hae PIN PLUNGER. ox | 
xg", 


SPDT; 2MD3-1A, ONE sIDE 
NORMALLY OPEN, THE OTHER 
CLOSED. PIN PLUNGER. 


a en rem 15/125 ST42G 40) 
CENTER-OFF,.MOM. BOTH SIDES 
PST NEw 10/250 8 B29K4 a 
ABOVE SW. pe Peete 
DPST new 3A/125 CH7590 j 
DPST Rem 15/125 ST50-K 45) 
DPST rem 5A/125 |. 335mm 
DOPST Rem 10/250 CH3545 . 


35¢ Ea. 3 FoR $1.00 
rf 7 


B THREAD WITH NUTS/WASHERS 
/ 


OPEN TYPE, BEVEL GEARwaamey| | 0/8 xe" xg". “op DPDT rem 6/125 SW6125 .30| 
50 s # 30} 
age yi Sa Oe eae poi os Bl eed saa DPDT PUSH=LEVER SWITCH. DPDT REM 5n/125 ST22R 
[. 5/B*xE" xg", 45 PSWO!3 : DPOT rem 15/125 ST52p 


DPST PUSH-LEVER SWITCH. 
NORMALLY OPEN. PSVWO14 .50 
DPST NORMALLY OPEN. 
PSWO15 
FILVE=PUSH SWITCH aps NORM, 
ct. IPST norm. op. IPDT. 
5x3xl #PSW5022 $| .00 
S'X-PUSH SWITCH; FIVE ARE 
SPST NORMALLY OPEN, THE 
OTHER DPST AND ppot ON THE 
OPPOSITE siDE. 45" 2e06 
PSWO1'7 gio 
ee) reUNaNet ae 
sae 35 


Peds are CLOSED MICRO- 
PHONE SWITCH. COVER AS 
GROUND, WITH MOUNT. 

PSWO19” 

SPST NORMALLY OPEN StTart- 
STOP DOUBLE SWITCH. #40]. 
PSWO20 00 


( CENTER oe 


ee le SPST; SW-186, NORMALLY 


CLOSED. EXTENDED PIN 
PLUNGER. 2"x$!x5/8", = 25 
SPST; G-RS, NORMALLY OPEN. 
EXTENDED PIN PLUNGER on 
emy5/8", 4 

SPST; MO7-102T, NORMALLY 
OPEN. EXTENDED PIN PLUN- 
GER. 2xg"x5/Qn, ag 
SPST; WZ-RS9, NORMALLY 
CLOSED. EXTENDED PIN 
PLUNGER. 2"x£!"x5/8 


papel TWENTY JACKS : 

CONDUCTOR, CONTACT ARRANGE | (.@)\ 0-8 Smet) Baw oe bs 

MENT J2, NUMBERED 39. 

KELLoe #369 2.50 SWITCH SW-2234" ae 
DPDT Heavy 


2.2 TEN JACKS 3 COND 
USTOR CONTACT ARRANGEMENT 
2 We 2 TvPc!I39 $1.95 


3G/38-20.1] RigceED CONICAL 
2" sase,2" Top, 1s LONG, 
PUSH SPRING TYPE BINDING 
POST ON TOP,WHICH CAN BE RE 
MOVED AND BOLT AGE 
4.8. 35¢ 3 For $1.00 
STK.FIN-1018 Cone INSULATOR 
SIZE 1xx5/8, 10/32 screws 
EA. END. 


$404426-14 TWENTY JACKS 3 
CONDUCTOR CONTACT ARRANGEM- 
ENT does KEL#26! $2.80 

EN JACKS 3 COND- 
ii ee CONTACT ARRANGEMENT 
J-2-thz $1.95 
$404426.1) Twenty vacks 3 
CONDUCTOR, CONTACT ARRANGE- 
MENT J-2, RUMBERE oF 9 


STK .#CBJ61023 ENTERING 

INSULATOR, CERAMIC 28x2, 

CADIUM PLATED MOUNTING RING 

34" with 6 MOUNTING HOLES, 

GASKET,4" {/4-20 THREAD 

BRASS BOLT WITH NUTS. |/2eE 
39¢ Each 3 FoR $1.00 


SPREADER ala oie 
#{1N-{020; 4". Gx3/4 OLA Pre to 
HOLE CENTERS. 25¢ca. 5 $1 


#IN-1021; 12"LGx3/4, 10" 
HOLE CENT. 45¢ 3 For $1.25 
ART-13 TRANSMITTES 
ANTENNA INSULATOR 
PANEL; | EA. 3tx4 
OBLONG WITH 2 ISO! 
ATED SPRING TYPE 
BINDING POST,ONE/ 
£x| CONICAL INS. WITH PUS 
POST AND ONE $x3/4 INS. W 
PUSH TYPE BINDING POST.ILB 
ComMPLETE assy. $].0 


ae I" 8q. ee | 
x22" STAND OFF 
$39K8003 gs & 8x4x3; 5e 


1273 #22 4k-/100 RMS 
4PST NORMALLY OPEN SA-26/U TELEPHONE TYPE LEVER ST 
MICROPHONE SWITCH. 


13" O'A.lOwe sine: MAKE 11; BREAK 4 
poet $1.00 OTHER SIDE: MAKE 
EIGHT PUSH SWITCHES DPST |4#5930-392-/273 $ .40 


, AUTO RELEASE. 
BORN OOF Seca | BREAK 2 MAKE BOTH SIDES 


Deen exoxlesPOSO TSI ST | SIDE MOMEN.#70806 ‘75¢ 4 
| stoe 8 BREAK 8 make 4 


HAFF DISPENSER} yaxe oTHER | BREAK 
SN apg omy #SW-BC1323 Re-moveo  60¢ 
DECLINING couN-| © BREAK 6 Make #HAC4803 " 
TER 2 DIGITS AT] | SIDE 2 MAKE OTHER SIDE 
2 BREAK 2 MAKE SW-EE-2 35¢ 


A TIME ALSO |2 
TCK#404 GEFP7763503-2 50¢ 


POSITION WAFER SWITCH. LESS 
LAMPS $ TOGGLE SWITCH. 
AM $ $1.95 | | SIDE OPDT NC & OPST NO. 


6x4x3; 2Les. 


SWITCH SW-224; ILAR TO 
THE ABO BUT 
PeQuoe’? Las. 
22 
eee parceeaat AVE: SWITCH 
BY (9) ALE | Ny Le 
KNSWO4 ibe a eI 
SPST KNIFE SWITCH. Base |4" 
LONG. #" HIGH. BAKELITE. 
KNSWO | F260) 
SPOT KNIFE SWITCH. Base [4" 
LONG. £" HIGH. BAKELITE 
swo2 


3G1830-67076 ENTERING kay 
LATOR, BowL 4-3/8" HIGH, 
15/16’ at Base, 112" Roo 3% 
BRASS WITH NUTS, MOUNTING 
RING 3 stc. 8-3/4" pia. w/ 
6- HALF INCH NUTS & mak, DPST KNIFE switcH. Base {4P 
23" LG.,, BELL Cae au LONG. £" HIGH. BAKELITE. 
10 ces. $5 ca. 3 FoR 12: SOO} KNSWO3 ce) 
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@e2ee0e8 0 


19 2O 2I 


® 9 
24. 2536 


Ls EYE PIL T LIGHTS 
Duce FINISHED BRASS, BAYO- 
NET BASE, AND O" To 3" suR- 
| FACE CLEARANCE. ALL USED. 
{Less Butss. Price: $.39cA 
A- 226125-22 Reo-RIieBes |" 
_ JEWEL. CANDELABRA, DOU- 
s BLE CONTACT BASE. 23"x|4 
Be ee 7/\6" CLEAR YEW 
EL. SINGLE CONTACT 2 
te", 


SUB-MINIATURE NEON PILOT 
LIGHT ASSEMBLY. FLUTED 
5/16" OA. CLEAR JEWEL. 
BASE 1S FEMALE PART FOR A 
THREE PRONG PLUG WITH I/{6" 
DIA. HOLES IN ISOSCELES TRI 
ANGLE PATTERN. MOUNTS IN 
3/8" HoLe. 0" To 3/8" sure = 
FACE CLEARANCE. | 3/8"LONG. |fienge MeO me oe? ee an ego e 
|NCLUDES Bes Useo. |110v. jE 


PELOOT 9/$1 .00 ‘| 2- -3/8" FLUTED Knos w/3" 
SINGLE TERMINAL AND CONTACT] SKIRT,BRASS INSERT Ay of 


S ® @ 6 
27 30 31 32 


BAR. TYPE KNOBS 


BAR TYPE BAKELITE KNOB FOR 
4" sHart. [3x$x5/8", 
SET SCREW TYPE. 


3A faey Baker 


uncer Tyee, 


ATURE BASE. 2 |/8" 

C. LHSOBR4. 11/16" ota, 
RED JEWEL. SINGLE CON- 
ae heya BASE. 


2 |/8"x7 SSUB-MINLATURE DIMMER PILOT | SHAFT GR#9682 $1.0 KNBNO12 $.25 
D. LH62BY2. ae DIA. AMBER | LIGHT. MECHANICAL DIMMER 2-3/8 FLUTED KNOB ae 
JEWEL. SINGLE CONTACT VARIES SIZE TO COMPLETE SEMI SKIRT, INSERT FoR $" | BAR TYPE BAKELITE KNOB FOR 
MINIATURE BASE. 23"x|, | DARKNESS. REQuIEsS T-|% SHAFT. GR#566 $1.00 4" SHAFT WHICH MUST BE 
JAYONET. giNGLe — | BULB. 9 I6" Ora. SMOOTH <i TAPED FOR SET SCREW. 
MyStysnt M 7/\on | la" OLA. FLUTED KNOB WITH Lityen " 
XS""xS RED JEWEL. MOUNTS IN | 4 eS dia SV A 8 wkd 
HOLE. | 3/8" Lonc. Less | REMOVABLE S" OAL WITH KNSNOI3 $.25 
Bliee ew MARKING S4[-0-34R, BRASS ee e 
6210-643-4087°  $.59 INSERT FOR S/J6 DIA, SHAFT. Rect Aveutan BAR TYPE BAKE. 
KNBNOO2 25 


| PILOT LIGHT WITH SINGLE LITE KNOB 13"x$"x5/8", 


tpt CONTACT, MINIATURE BAYONET ||" 51a, FLUTED KNOB WITH Da!| WITH BRASS INSERT FOR 32 


BASE. CLEAR STOVEPIPE, NON-LINEAR CALIBRATED DIAL. ALTE ee 3 Sao eee 


smooTH 5/8" 1a. JEWEL. BRASS INSERT WITH 3" DIA : 
£3 RED, FACETED, $" DIA. Mounts In II/16" HOLE. SuR-lpHoce. ee Dihe BAR TYPE BAKELITE KNOB 
JEWEL.SCREWS INTO 11/16" FACE CLEARANCE ts 0" To 3 8 KNBOO3 $.25 WITH POINTER. FOR 4" SHAFT 
ANDI CATOR, WITH DIA. HOLE OF DESIRED ASSEM- | 9.1/8" Lonc. Less BULB. 


TAPED FOR SET SCREW, 


REW BASE. RED BLY U OM Bit Sts 
; : SED. 13" pDIA. FLUTED KNOB WITH cal “Bi 
ae ed haa Type 8I $.I5 EA. | PILO08 $.39 EDIATER, BRASS ANSERT fo KNBAO| 2/$.25 
ee eee CLEARANCE. un z 
To A Bt SINGLE CONTACT, MINIATURE KNBNOOA EA $.25, 5/$1.00 WITH POINTER. For 1/8 
METER. SCREWS INTO A SCREW TYPE BASE. RED FLU- SHAFT TAPED FOR SET SCREW. 
; Hayate $.15 cx | TED, COVER-LIKE vewer 3" |" ofa. FLUTED KNoe with | 18"xD/8"xa". 
IN DIAMETER. NEEDS $" HOLE.|SKIRT AND SES PRass KNBNOI6 $.25 
'" SURFACE CLEARANCE OF QO To | INSERT FOR #'' SHAFT. BAKELITE BAR TYPE KNOB |'x 
pene 0/8" FACETED sMBeR 3". THERE IS NO ADyusTinG |KNBNOOS $.25 4x3" on 121 REMOVABLE 
2 SURFACE | CLEARANCE. 7/Q" IN DIAMETER. Has ALSO | (NSTALLATION DEPTH BY A NUT DIAL FOR 4" SHAFT. SET 


13 FLUTED KNOB WITH BRASS SCREW. 


BOLE TO MOUNTING HOLES FoR 3/32" | Two 3/32" ScREWS. ARE NEED- 


RES 11/16! 
pore 


LONG, NEW. Iscrews. [£8 TO ANCHOR LIGHT. 12" KNBNOOG aes KNBNOI? $.25 
.15 ca. | LONG. LESS BULB, USED. ‘ 
225368/| $.15 cx B11 008 Ag % |2" DIA. METAL KNOB FOR &" 
) CETTE Fins ies oa Rene " DIA. FLUTED KNOB WITH SHAFT WITH TWO SET SCREWS. 
! fatane pane cone. ™ oe Ei ays ics eh FU de POINTER, BRASS INSERT FOR FINGER GRIPMKNOB FOR HEAVY 
a (THOUT LAMP a 3/8" Hse de SLIPS INTO tupioo7 $.25 KNBNOI8 gS wk cea 
OVERS NOT AVAILABLE. NEW. : ' 
RY TYPE 26] WITH SOLDER C971 8.15 ea 100/$10 I" OVA. FLUTED KNOB WITH Ig" DIA. PLASTIC KNOB WITH 
Sonmeek 8 Ok ame = BRASS INSERT FOR 3 sHarfT, | BRASS INSERT. BAR TYPE FIN= 
SUB-MENIATURE PILOT ASSEM=- KNBNOOS $25 GER GRIP FOR SWITCHING. 
BLY. 5/16 aMBER FACETED ‘ |Use with 3" sHart. 
T DOUBLE Lamp [UEWEL FIT INTO BRACKET Pitot LIGHT WiTH a sincere | ALL THE ABOVE KNOBS ARE OF |KNBNOI9 $.25 


WITH AN OPENING OF 5/16". 
REQUIRES DOUSLE TERMINAL 
PLUG-IN OR SOLDER-1IN NEON 
Lames. |** LONG AND |" HIGH. 
“|PILOLO 15 EA 2A. 00 


CONTACT, CANDELABRA SCREW 
BASE. “LARGE |" DIA. REO 
JEWEL FACETED ONLY AT THE SPIN 
EDGE. REquIRES |" HOLE AND 
HAS SURFACE CLEARANCE OF 
O" to $". 2 3/8" Lone. 
LAMPS. §@ LESS BULB. UNUSED. 

‘| PILOO2 $ SOS 
A. BASE BULB EA. PKG. 10 |PiLoT LIGHT WITH SINGLE 
-25 min sc G-6 220 °75 CONTACT, CANDELABRA SCREW 
25 min sc G-6 .20-~ .75 TYPE BASE. |" DIA. RED- 
0 400 mep. sc G-30 .50 4.00 FACETED JEWEL. MOUNTS IN 
amp EQuipMENT EE-80) | HOLE WITH SURFACE CLEAR 
y 6w can sco #8 .20. 1|.50 ANCE OF O" To 3", 22" Long 


i Fs LESS BULB, UNUSED. 
20 CAN- sc G 6S 2G RY A) PILOO3. BS 


PILOT LIGHT WITH SINGLE 
CONTACT, MINIATURE BAYONET 
BASE. #* DIA. SMOOTH, 

EEN JEWEL. MOUNTS IN 
5/en HOLE WITH A SURFACE 
CLEARANCE OF O" To $f, 

2 1/16" Lone. Less BULB, 
UNUSED. 
P{LO04 49 


PILOT LIGHT WITH SINGLE 
CONTACT, MINIATURE BAYONET 
BASE. |" DIA. RED, WHITE, 
OR VIOLET JEWEL. {5/ / 16" 
HOLE REQUIRED; su FACE 
CLEARANCE 0" ro 5/8", 2¢t 
LONG. LESS BULB, US 

PILOI2 35 $8 .00 
PILOT LIGHT WITH SINGLE 
CONTACT, MINIATURE BAYONET 
BASE. |" DIA. SMOOTH, 
GREEN JEWEL. MOUNTS IN 
15/16" HoLE WiTH A SURFACE 
CLEARANCE OF O" To 3", 

2 3/8" Long. Less BULB, 
UNUSED. 
PILOI3 


< 2aNxl aad Ih 


OR LANK. New. KorRY 
Pr OLOER, eaten 


SET SCREW TYPE. 
12" BAKELITE KNOB FOR USE 


WITH 2" SHAFT. USED FoR 
KNOBS APPLICATIONS WHERE EXTRA 
GRIP 1S REQUIRED. |3" HIGH. 
KNBNO2O $<25ca. 5/81 .00 


3/4" R1eseo Knop 7/8" vEEP 
I" skirt €/2" SHAFT DULCE 
BLK «KNB 7820 35 


5/8"x3/4" saME aS ABOVE 
BRIGHT BLK.KNBI261 20¢ 


BAKELITE INSTRUMENT KNOB |" 
DIA. |" HIGH. BRASS INSERT 
FOR =" SHAFT AND SET SCREW. 
KNBNO22 $.25 


|=" KNOB MARKED "{NCREASED 
ouTpuT", 4" HOLE WITH SET 
SCREW. 3 THICK, METAL. 
KNBNO23 $.25 


14" PUSH-ON KNOB FOR 3" 
PLASTIC PUSH-ON TYPE KNOB SHAFT, if ea ae BROWA 
£" pta.x 3" HIGH. Fits #"  |KNBNODA 2/$.2 


SHAFT, WITH hea 

KNBNO29 4/$. BROWN BAKELITE I" Dia, KNOB 
KNURLED SHAFT OF $". 3ttHIGH. 

MeTAL KNoB 5/8" o1A.x$"HIGH |KNBNO25 2/§.2 

Fits 1/8" SHAFT. TWO SET BAKELITE PEGE KNOB WITH 

SCREWS. BRASS INSERT FOR 3" SHAFT. 

KNBNO3O =-—«4/$. 15 ~~ [Sx | Bt 


KNBNO26 $25 
KELITE KNOB WITH POINTER 
5 8" pia.x 3/8" THICK. FOR |FLUTED KNOB W/POINTER AND 
4" SHAFT. SET SCREW. SKIRT FITS *" SHAFT. | 1/8" 
tysios| 2/$.25 DIA. ¥* THI 


KNBNO27  -$,95 
5/8" DIA. BAKELITE KNOB 
3/8" THICK FORE" SHAFT. SET [13 DIA. KNOTCHED re WITH 
SCREW TYPE. RRASS INSERT FITS SHAFT. 
KNBNOS2 2/$.25 SET SCREW TYPE. &" HIGH. 
KNBNO238 3/$.25 


9 DLA. METAL FLUTED SPIN 
KNOB FoR 5/32" SHAFT. 
KNBNOO9 $.79 


{3 Dia. FLUTED SPIN KNOS 
WITH CALIBRATED 23" DIAL, 
O400--1n S60. METAL INSERT 
FOR 3/8" SHAFT. 

KNBNO1O $.59 


METAL sPtn KNoB | 5/8" DIA. 
TO BE ATTACHED TO ANOTHER 

KNOB OR DISK BY THREE SCREW. 
CONVERTS KNOB ro orin KNOB. 


pe RL min bay T=-34 .20 075 
150 can/sc 656 cL .20. 1.00 
10S 


Po heaps eto. -20 a fay 


MINIATURE KNOB 


el5 min ba T-3% = .25 1.00 
ie heey oe oe 


55  5w Meo sc s-14 .25 


2 
| 25 25w = . 2 . 
ll5v. pana: bay”, dc8 3 5:88 


NES . > min so G-3$ =. 15 GN 
3 /s ‘sv. Sede Soa T=4h 425 1.75 


TS) 5 #F coll win sc .20. - -.75 
NoaRo Lame 12 voLT FROSTED $053='5.3-00 
eG 45 #5D ceYl min bay e20  .75 
Sey iot ss nin bay: «25° ~=6-2.00 


_ NE~G4 105-125 QW win sc S+14 .50 4.00 
4 , 60 ac TO 85pc INT. RES. 3500) 
-cano Bay T-8 .20 - [.00 


aa (2F slide base .10 .75 
eae ob slide base .10 .75 
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RA-133 POWER SUPPLY; voLTaGE SIGNAL GENERATOR 
REGULATED FOR BC-224 ,TS-175 
AND SEMILAR TYPE Ave METER 
Inpur 115/230 v. 50/60 cycLe 
»ouTPUT 125 voc & 6.3 VAC. 
FITS IN BATTERY COMPARTMENT. 
10 Le. useo $24.95 


BC-22| FREQUENCY METER ts A 
PRECISION INSTRUMENT DESIGN- 
ED TO MEASURE ReF. IN THE 
125 to 20,000 Kec RANGE. 
WITH A NORMAL ACCURACY OF 
LESS THAN 2%. CONTAINS A 
1000 Kc oSCILLATOR CIRCUIT 


TS-497A/URR SIGNAL GENERATOR 2 to 400 MC 
SIMILAR TO MEASUREMENTS 
SIX BANDS, . ACCURATE 
CONTINUOUSLY VARIABLE F 
-! To 100,000 microvotts 
50 OHM OUTPUT IMOEDANCE, 


ron cacionerine tae ontt ar | PORTABLE 8.0. VOEDETED TE eg teem TET CS 
DIFFERENT POINTS. CAN ALSO mates: eee G2 150Vol Ts PERCENT AND IS DIRECTLY IN DBOB’ THE PER- 


BE USED AS A SIGNAL GENERAT- 
OR AND VARIABLE FREQ. OSCILL 
ATOR. 

115 v. 60 cYcLE POWER SUPPLIES AS RECEIVED 
FROM MANUFACTURER WHO USED THEM ON THE TEST 
LINE. SHPG. wT: 25 Les. NoT CHECKED $70.00 


LEATHER CARRING HANOLE AND HINGE 4000n 1000,0w : Ee LS To 10-000 
OOOR FOR METER GLASS PROTECTION. AMPLITUDE A . ARRIER OUTPUT id ; 
ia" Pa eae em TIMCLTEE SMOG VOLTAGE REQUM@RED 117 voLtT 50/60 CYCLE. ' 

i : PORTABLE UNIT WITH REMOVEABLE COVER. é 


Size: 94x/94x!02; wt:48 sHpc. 65 Les. 


PRICE: USED CHECKED FOR OPERATION $195.00 


GENERAL RADIO 
SIGNAL GENERATOK 
MODEL 1021 250-920 MC 
IN ONE BAND, DIRECT 

READING CALIBRATION 
1%, OUTPUT VOLTAGE 
CONT. ADJ. .9 TO | VOluE 
OPEN CIRCUIT. OUTPUT | 
imp. 50 oxms 10%, 4 
@ AMPLITUDE MOD. ADJ. O- 
-50%, ENV. DIST. LESS THAN 5% at 50% moo. 
CARRIER NOISE LEVEL.2% MOD. STRAY FIELD LEAK 
AGE AND RESIDUAL OUTPUT VOLTAGE CANNOT BE 
DETECTED WITH A REC. HAVE 2-3 MV SENSITIVITY. | 
Power rReEquiRED |15/230 vort 50/60 cycle. ee 
$1ZE:202x14Ex10; WT: 40 Les. Cond. useED. 4 
PRICE: $195.00 CHECKED FRO OPERATION $25 EXTR | 


VOLTMETER 


» THERMO-COQUPLE VOLTMETER SENSIT= 
[VE RESEARCH INSTRUMENT MODEL A 
D'ARSONVAL DESIGN,ACCURACY .5 
OF 1% (1N PERCENTAGE OF FULL 
SCALE) TEMPERATURE COMPENSATED. 
FREQUENCY RANGE 7 To 5000 cyYcLe 
Vee es «=O IMPEDANCE 500 OHMS PER VOLT ALL 
FREQUENCIES,FULL SCALE CURRENT 2 MILLEAMPS. 
METER scace 0-7.5/30 75/150, LarRce 6" MIRRORD 
SCALE METER IN WOOD CASE. 

Size: 72x72x5; wt:!0 LBs. Price: usep, $75.00 


TS-125/UP POWER METER 
PORTABLE GENERAL PUR- 
POSE, BATTERY OPERATED 
INSTRUMENT USED TO MEA- 
SURE RADIO Bese tee 
POWER IN THE 2400 To 
3335 MEGACYCLE RANGE, 
CONTINOUS WAVE OR PULSE. : 

TWO SCALES ONE IN MILLIWATTS, OTHER IN DECI- 
BELS ABOVE AND BELOW ONE MILLIWATT. 

PowER RANGE 0-2/4 MILLIWATTS W/ATTENUATORS 
ABOVE WITH PICK-UP ANT. BATT. REQ. 4.5vDC. 
Size: 10x8x5e; wr: 14 ces. Used $25.00 


_ it NR eR 


GENERAL RADIO VACUUM TUBE VOLT 
METER MODEL 726A. 

Wide RANGE A.C VTVM HIGH IMPED 
ANCE AND STABILITY FOR USE IN 
AUDIO AND R.F WORK, 20 cps. To 
50 mc. 2% accuracy oveR THE 
ENTIRE RANGE. 

A.C. VOLTAGE RANGE .f To [50 
tN FIVE BANDS WITH SPECIAL 
TEST PROBE. 

VOLTAGE REQUIRED |1/0-|30 60cyY 
SLANTED FRONT FOR EASY VIEWING, 
$tz&:94x14x8; wr: 45 ces. 
PRICE: USED CHECKED $45,900 


|P-29|/MPA-4- |NDICATOR 
ELEVATION; conststs oF AM- 
|O78A/M AMPLIFIER-VIDEO & 
0-298/\MPA-4 GENERATOR SWEEP 
With CR tuBe SADPI,2/6AG7, 
3/5814,2/6AH6,6AL5, 6AU6, 
5670 & 5687. ConTROLS ON 
FRONT PANEL WHICH IS SLANT 
ED,SWEEP LGHT,INTENSITY,FOCUS AND SMAGE SPAC- 
ING OFF-NOR-SEL/SIG. ALSO HAVE 2/23TR4 Sync- 
HRO RECEIVERS THAT OPERATE FROM |15 v. 400 cy 
No POWER SUPPLY OF ANY KIND IN UNIT;NO CASE 
Size; 88 wx 14 D PANEL, LENGHY TOP 30%, BOTT- 
om 233; wt: 35 Les. 


PRICE: UNUSED LESS syNcHRo's $19.95 


ME-60/U ELECTRONIC MULTIMETER 
THIS 1S A HIGHLY SENSITIVE VTVM J 
WHICH ACCURATELY MEASURES AC* 
VOLTAGES FROM 500 MICROVOLTS TO | 
500 voLTS IN SIX RANGES OVER THE | 
FREQ. RANGE OF 15 cycLes To 250 | 
KC PER SEC. THE DECIBEL RANGE 1S 
-5 To -17, A JACK 1S PROVIDED TO. 
INSERT PHONE PLUG SO UNIT CAN BE 
USED AS. A FLAT WIDE-BAND AMPLIFIER. MAX. VOLT | 
GAIN APPROX. 4500, RECT. APPROX. 250 voc. Jf 
Tuses 5879,5726,042,2A12 & 2/6AH6, votTace 
REQ. 117 v.50-400 cYcLE. ACCURACY : 
Size:5$x6sl14; Wr: 12 Les. vusep $29.95 


ANALYZER SELSYN ZEROING MODEL"Bt 
USED WITH GENERAL ELectric 2J i 
SERIES UNITS. FOUR INCH METE Ge | 
WITH AC scates or 0/3/30/300 sa ' 
vott 400 cycte, DC scace 0/50/5000 # 
Hie vaper Pebrtiaalsee ye Sensitivity 1000 onMs PER VOLT FoR AC RANGES 


000 or 20,000 " ve a u 
iON METERING SWITCH AND 4 TERMINALS i hy atta ; 
FOR TEST. LEADSS PORFABL EAC ABEL sues Be Sizes 15xl1xl0; wr: 23 ces. Price:usep $39.95 


S1z&:8x|3x5; WT; 10 Les. 
PRICE: WITH TEST LEADS & CAPS FOR 
SELSYNS $15.00 Less THESE 1TEMS $10.00 


L MULTEPLIOI 
D 50/100/500 
R SONAR 


RT-200/AQS-4 SONAR RECE|VER= 
TRANSMITTER 20, 21 AND 22 KC] 
Approx. |50 To 200 watts 
USES Ae TUBES PUSH-PULL, | 
2/6BE6, 2 1207, 1/68 7,2/0A2, | 
4/| 2AU7,2/6BA6,1/6AT6 & 6BFO 
VOLTAGES REQUIRED 28 voc, 
639 voc 500 ma, Size;|74x9x7; wr: 20 tes. 
Price usep $39.50 ; 


| COMPARATOR 


CM-167/U SIGNAL COMPARATOR 
MIXES TWO FREQUENCIES AND 
DELIVERS AN OUTPUT PROPOR= 
TIONATE TO THE DIFFERENCE 
OF THE TWO INPUT SIGNALS. 
WHEN USED WITH A STRIP 

CHART RECORDER IT WILL COM- 
PARE 2 ALMOST EQUAL FREQ. 

STANDARDS WHOSE FREQ. ARE EITHER 100 kc or | 

MC.THIS WILL BE RECORDED AS A SINE WAVE. 

Uses 4 |IN28] DIODES IN A FULL BRIDGE CIRCUIT 
ALONG WITH RESISTORS, CONDENSERS, TRANSFORMERS 
ETC. INPUT IMPEDANCE 50 To 5000 onms, INPUT 
COAX. CONN. BCN.S1ze:54x34x34: 4 Le.new $4 


VACUUM TUBE BRIDGE TAFFET#T-310 
-6559 siMILaR To GR#D6I-D. 
MAKES POSSIBLETHE MEASUREMENT 
OF THE LOW FREQ. DYNAMIC COEFF- 
1ENTS OF VACUUM TUBES & TRANS= 
ITORS OVER A WIDE RANGE OF VAL- 
}UES UNDER A VARIETY OF OPERAT- 
NG CONDITIONS. ALSO CAN BE 
eaUSED IN THE LAB. FOR STUDING 

bees THE BEHAVIOR OF TUBES AND TRANS 
}STORS IN UNCONVENTIAL CIRCUITS. WITH ADAPTER 
10) SOCKET AND PATCH CORDS FOR VARIUOS TESTS 
XTERNAL VOLTAGES ARE REQ. FOR THE DEVICE 
UNDER TEST. 


Size: 19xl6xl0; wr: 45 ces. Price: usep $29.50 


COMPUTER 


h B-29 COMPUTER TESTER used To | 
CHECK THE FIRE CONTROL SYS. | 
H THIS UNIT CONTAINS A VOLT= 
| OHM METER WITH ONE OHM RANGE 
| SOO om CENTER SCALE, AC; 3, 
Hy 30,150,300. OC: 3,30;150, 
fae PMILLIAMPMETER 2.5MA AND 25 
i ieaecmeemen| MA. 2/2)(F| 400cyc SELSYN 
: [/2JNIHI setsyn 400cycLe WHICH] 
WILL OPERATE ON 36v 60cyc. ||/WAFER SWITCHES 
6/ POTENTIOMETERS, 8/ToGGLE sWITCHES, I/F IVE 
PUSHBUTTON SWITCH, PLUS OTHER PARES ALL IN. 
A |9xl2xl63 1N LUGGAGE SYYLE cASE WITH 4 FIVE | 
FOOT CABLES AND CONNECTORS. SH. WT. 50 Las. 
PRICE, LIke NEW $22.50 


R-425B/ ARW-59 RECEIVER 
USED IN PILOT LESS AIR 
CRAFT IN THE 406 - 420 | 
MC. F.M. BAND, [5 CHAN fam 
NELS WITH A RESULANT | 

AUDIO TONE OUTPUT IN 


= TS-730 SUMMATION BRIDGE 
WATTMETER USED To MEASURE 
»R.F. ouTeuT IN THE [000 
To 4000 mc RANGE. EmpLoys 
A DIRECT READING CIRCUIT 
IN WHICH A-BOLOMETER ACTS 
AS ONE ARM OF A D.C. 
-WHEATSTONE BRIDGE AT THE 
SAME TIME PROVIDING THE 

’ CORRECT RESISTIVITY TERM 
INATION FOR RADIO FREQ. POWER ENTERING THE 
WATTMETER. POWER INPUT 5 mW To 5 WATTS. IMPUT 
IMPEOANCE 50 oHMS. METERS 3h 0-50 RELATIVE 


|TS-35/AP SIGNAL GENERATOR 
USED FOR THE TESTING AND 
GENERAL MAINTANENCE OF RADAR 
BHEQUIP. PRODUCES SIGNALS, CW 
mem OR PULSED AND INTERNALLY OR 
mm EXTERNALLY SYNCHRONIZED, OF 
KNOWN FREQUENCY AND POWER. USED TO MEASURE TH 
FREQUENCY AND AVERAGE POWER OF RADAR TRANSMIT 


POWER ‘AND CENTER SCALE SALANCE. WITH TUBES THE FREQ. RANGE OF 7.5 
SIGNALS, AND TO PROOUCE FM SIGNALS FOR DETECT-| 9/565| 6AU6,6AS7G & 5Y3GT. Power REQ. 115 v. | To at) K.C.SENSITIV~ 
1ON OF DEFECTS IN RADAR EQuip. WILL MEASURE 50-1600 CYCLE. tTY 5 MICRVOLTS fs 


SIGNAL TO NOSSE RATION TRANSMIT RECEIVE RECOV 
ERY TIME, FREQUENCY PULLING, AFC OPERATICN ANO 
AND BANDWIDTH. FREQUENCY RANGE 8700-9500 MC 
POWER supPLY |15vtl0% 50-1200 cve. size: 9x9x 
14, wr: 35 Les. Rice: useo $39.95 
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S1ZE:13xl4xtl; wr: 19 tes. 

PRICES: LESS ATTENUATOR KIT BUT AS 
ILLUSTRATED LESS CARRING CASE $14,95 

WITH ATTENUATOR KIT AND CARRING CASE 35.00 


WITH TuBes 8/5840,5 
5702 ,6/5718, 2/5647, 
1/5639 also’? crystals, 24 voc BLOWER AND 
DYN. 24 voc 2.3 a. outPuT 128 v. 205 ma. 
$1Z&:8x8x6; wt: 10 $14.9 


TRANSCEIVER 


Cb BC-645/ABA-1  TRANSCIEVER 
ee ArMY-Navy-AiR Force TRANSPO 
DER USED FOR FREIND OR FOE 
INDENTIFICATION IN THE 460- 
mes490 MC BAND. COMPLETE WITH 
ae TUBES agit TA 7H7,2/7E6,2/ 
mw OF6,2/955 & 1/316. 
Size: _|1x6xl4;3 wr: 20 Les. 


oo FoR TESTING BATTERY 
STARTER ano REGULATOR MODEL# 307-A 


AMPS-VOLTS-REGULATOR TESTER WITH ee 
BC-645/ABA- | 


POINTS RESISTANCE CHECK MODEL#322 


RECE I VER-TRANSMITTER 95 
VOLTMETER Has 3 scates 0-9,0-18 AND semommmammrs Larce 43" METER 500 MICROAMP MOVE~ | WouKttN cron on TRANSMITTER N Ae 
0-45 voLRrs D.c. F i MENT BLACK AND SILVER SATIN FINISHs| BC G46 ControL Box 1°95 
SPECIAL SELECTOR SWITCH FOR MAKING |X 2] VoLT scaLce 0-18 eta a SPECIAL MOUNTING FOR BC-646 ConTROL Rox. 1°00 
RESISTANCE TESTS USING THE 9/I0 sc. eseen BUTTON FOR READING O-| 


PE-101 Dynamotor 12/13-24/26 voc;12.6/ 
6.3 amps.OutPput 400 voc @ 135 ma 
800 voc @ 20 ma.9V 80cYc. |. 42a. 
Size: t4x7x5; wt: 13 ces. new 7.95 


D.C AMPERE scat 0-6 


SWITCH FOR E REA \ 

SEPARAT pe TS,amMPs. & 
. bes \7 NGS. 

; ae) S MARKED FOR PTS,CRK, 


AMMETER scaLe minus |0-0-100 ampere 
HROUGH A BUILT-IN SHUNT CONNECTED 
IN THE TEST LEADS. 


‘LOAD SWITCH 1S USED TO CONNECT THE UHF ANTENNAS 2 peR’seT | 705 
LOAD IN OR OUT OF THE CIRCUIT. PLUGS COMPLETE SET $4.95 INDIVIDUAL 1.50 
LOAD CONTROL CONSISTS OF VARIABLE COIL “RND REG TESTS. COMPLETE SET OF ALL ITEMS DESCRIBED 

PILE PLATES WHICH BY COMPRESSION FACE OF UNIT IS POLISHED CHROME AND BLACK SAT-| fROVE ar) BRAND NEW $09 .95 
‘PUTS A LOAD ON THE OUTPUT OF THE IN FINISH. COMPLETE WITH INSTRUCTIONS FOR 


Ri 


GENERATOR-STARTER CIRCUIT. rigs 

A FIELD RHEOSTAT IS USED TO CONTROL THE GEN- 
A ee uc cers FOR un TYPE URES 
‘Two LARGE 4" METERS WITH 2% ACCURACY, ‘ , Mo. TECTED 
‘MICROAMP. MOVEMENTS, CHROME AND SATIN FINISH. IGNITION = TESTER 
hs 


METER IGNITION TESTER MODEL# 3a7 
LarRce 43 mMeTER WiTH 500 mMICROAMP 
0-30 SCALE ALSO MARKED LOW, AVERAGE 
FOR CHECKING IGNITION SYSTEMS. 
SELECTOR SWITCH FOR CURRENT AND 
VOLTAGE READINGS ALSO TEST LEADS. | 
WITH OPERATING INSTRUCTIONS. 
CHROME MIRRORED FACE WITH BLACK 
AND GREY SATIN FINISH. 

THIS EQUIPMENT 1S KNOWN AS THE 
CHROME-LINE OF HEYER-MARQUETTE. 
S1ze:11x6x4; wr: 8 Les. 

Price: $14.95 


THOUSANDS OF THESE SETS HAVE BEEN SOLD FOR CON 
VERSION TO THE 460-470 & 470-500 mc Banos. 


MINE DETECTOR 


SCR-625 MINE DETECTOR: useD To DET- 
ECT BURIED MINES TO A DEEPTH oF 24" 
DEPENDING ON THE GROUND CONDITIONS. 
CAN ALSO BE USED TO DETECT METALS 
OF ANY KINDS PROVIDING THE MASS 
ig MORE THAN 3" LG. DETECTION 
1S NOTED BY A AUDILABLE TONE 
OR VISUAL INDICATION ON THE 
METER, DEPENDING ON THE 
TYPE UNIT AVAILABLE AT THE TIME OF 
SHIPPING. REQUIES 2 STANDARD |# V. BATT. AND 
EveReapy W-361. UNIT 1S SHIPPED IN CARRING 
CASE WT: (USED, CHECKED. 
$39.9 


MAKING THE VARTOUS CHECKS.MFG. MAQUETTE. 
Size: 10x6x4; wr: 8 Les. PRICE: $14.95 


WITH TEST LEADS AND INSTRUCTIONS. 
$tZe:13x5x5; wr: 13 tes. PRICE: $29.50 


COIL =~ CONDENSER TESTER 


COMBINATION COIL ano CONDENSER 
TESTER witH OHMMETER MODEL#332. 


P my DESIGNED TO MAKE COMPLETE ANALYSIS 
Poon OF COILS AND CONDENSERS IN AUTOMO- 
1°] BILE ENGINES USING FACTORY STAND 
ARDS AND TEST METHODS. 

PRECISION VIBRATOR APPLIES THE NOR 
MAL CURRENT TO THE COIL AT THE PRO 
PER DWELL. ANY BREAKDOWN OF THE 

OF THE INSULATION IS SHOWN ON THE 
| METER BY JRRREGULAR OR LOW READING 
AN ELECTRONIC CIRCUIT CHECKS COND- 
ENSERS FOR ACTUAL CAPACITY, LEAKAG 
SERIES RESISTANCE. THE LAST TWO 
TESTS WILLINDICATE CONDENSERS THAT WILL NEED 
REPLACING. 

A 100,000 oHMMETER RANGE 1S ALSO PROVIDED ON 
THE 43" CHROME AND SATIN FINISHED METER THAT 
HAS A LABORATORY ACCURACY OF WITHIN 2%. 

UNIT OPERATES FROM 6/12 voc, wiTH TuBES |/OA2 
1/ 12807 & |/6X4 also TEST LEADS, w/INSTRUCTIC 
CasigetT size |14x5x6; wr: 10 Les. 

Price: $19.95 


De a Paine he int 9 we 


RDR NAVY RADIO RECEIVER 
225 to 390 MC. cRYSTAL CoN 
TROL ON ANY |Q PRE-SET CHA 
NNELS WHICH ARE MANUALY SE 
LECTED FROM THE SET OR CAN BEELECTRICILY SEL- 
LECTED FROM A REMOTE POSITION BY USE OF TH 

MOTOR DRIVEN SELECTOR. WITH TuBEs 1/9003, | 

6AK5, 1/6J6,4/12SG7, 2/12H6,2/6C4, 1/12SL7, |/ 

6AG7 & |/12A6. PowER REQUIRED 12 VOLT D.C. 

Size: 21xl6x9; wr: 45 Les. 

RDR CRV-46283 New $39.50 Manuac ... . $5.00 


HEYER {2 VOLT OVER-ALL BATTERY 
Vy ANALYZER MODEL 1/2 BT 


ma. FOUR STEP BATTERY ANALYZER WITH 
LARGE 43" METER AND HEAVY CABLES 
WITH SURE-GRIP CLAMPS, 

BATTERY SIZE ADJUSTMENT SWITCH 
FOR SMALL 30-40 APH, meDtum 50- 
60 APH AND LARGE 70-80 APH BATT. 
BATTERY LOAD SWITCH, BATTERY 
CHARGE SWITCH & BATTERY CONDITION 


SWITCH FOR MAKING THE REQUIRED AUTOMOTIVE 


TESTS WHICH IS INTERPERTED ON 

SeciHE APPROP LATE SCALE OF THE METER MOTOR EX-RAY IGNITION OSCILLOSCOPE 

S1Ze:114x6x6; wt:12 Les.w/InstTR. HEYER MODEL 326-A 115 vott 60 crc 
USED TO GIVE A VISUAL INDICATION 


PRICE: $19.95 
OF THE PERFORMANCE OF SPARK 


BATTERY TESTER PLUGS, COIL ANO DISTRIBUT- 


ar $oq_274o Se RAY 
TUBE - - SELECTOR 
sae ATLAS SAFETY-CHARGE BATTERY TESTER SWITCH FoR 16 KV & 32 KV 
MODEL PSC-1-TRG.For 6 or 1/2 voLts. FPATTERN CONTROL KNOB AT 
LARGE 4" METER FOR EASY READING OF Ay © HANDLE, 9! 3 PRONG LINE 
BATTERY CONDITION, SHOWS IF BATT. = corD,5¢ TEST LEADS. 
IS SERVICEABLE, NEEDS RE-CHARGING | So.p as useD, LESS CR TUBE SG-2732 AND NO 
OR REPLACEMENT ALSO INDICATES CHAR! GUARANTEE AS TO OPERATION.(DO NOT KNOW SUB) 
GING VOLTAGE, LOW, NORMAL OR HIGH.) Size:|3x6x4 LESS HANDLE. wT: 8 LBs. 
THIRTY SIX INCH CABLE AND TEST PRICE: $5.9 
CONTROLS ARE PROVIDED WITH SEL- PROBE FOR CHECKING EACH CELL. 
-ECTOR SWITCH. S| RUGGEDIZED PLASTIC METER CASE AND DYNA-VISION ACESSORY UNIT HEYER 336 
HE 3" GAUGE READS IN INCHES OF MERCURY AND i; UNBREAKABLE PLASTIC METER FACE. Two 43" meTeR 500 MICROAMP MOVEMENT. 
THE CONCENTRIC SCALE READS O-{0 ON THE FIRST Py $1ze: 42x4x3; wr:3Les.w/INsTRUCTIO TOP METER IS FOR CHECKING VOLTS-RPM 
REVELOUTION AND FROM |0-24 INCHES OF VACUUM Price: $4.95 J WITH SELECTOR SWITCH FOR THE 3 SCALES 
ON THE SECOND. ZERO ADJUSTING CONTROL PROVID= 0-18,0-1000 & O-5000. Lower METER IS 
ED. ALSO TEST LEADS AND INSTRUCTIONS. ROR SE ARK: ADVANCES ALEOS HASH a LECT OR 
SW. AND PLUG FOR TRANSDUCER PICK-UP. 


S1ZE:13x5x5; wr: 5 cas. Price: $14.95 
Uses TuBES 6AL5,6AU6,5696,2021 ano 
HEYER MODEL WT-10I 2/0A2. S1ze:13x5x5; wT: I3 Les. 
Fon one cx BATTERY TESTER SOLD AS USED, NO GUARANTEE AS TO OPEF 


VACUUM CONTROL 
PRECISION VACUUM CONTROL #348 


DESIGNED TO CHECK AND ADuUST 
DISTRIBUTOR VACUUM ADVANCE ON 
THE CAR WHEN USED WITH ELECTR- 
ONIC IGNITION ANALYER. CAN ALSO 
BE USED TO DETERMINE ENGINE PER- 
FORMANCE BY VACUUM READINGS AND | 
GAUGE READINGS REFLECTING ON ENG- | 
{NE OPERATING CONDITIONS. 
DISTRIBUTOR AND MANIFOLD VACUUM 


m TACHOMETER ~- VOLTMETER 


DYNA-VISION ACCESSORY UN! T#337 
COMBINATION TACH-VOLTMETER. 
TacH RANGES 0-|000 ano 0-5000 
ReP.M. VOLT RANGE 0-18 voc. 
USED FOR CHECKING R.P.M. AND 
LOW VOLTAGE CIRCUIT OF AUTO 
ENGINES, ALSO PROVISIONS FOR 
PLUGING IN TIMING LIGHT. 
METER 1s 43" CHROME AND SATIN 
FINISH WITH 500 MICROAMP. MOVE 
MENT. 


FOR CHECKING CELLS UNDER ATION FOR IT'S INTENDED USE. 
LOAD. Sf#X oR 12 VOLT BAT PRICE: WITH TuBES $13.95 Less TuBES $9.95 
TERIES. INDICATOR LIGHTS 
FOR OCV TEST AND LOAD 
TEST FOR 6 VOLT, 1/2 voLT 
LIGHT DRAIN,|2 VOLT HEAVY 
DRAIN. HEAVY SUR-GRIP 


CLAMPS AND INDIVIDUAL CELL PROD. LARGE 43" 
METER AND HANGERS FOR WALL MOUNTING. 
$1Z&:15x!0x7; wr: 15 ces. 


COMPRESSION 


OPERATES FROM 6/|2 voc WITH WINCO AMMETER; BRass | SPARTON HORN; 12 V.D.C 

TUBES i/oa-2 & 1/2021. Rao Wirt PinGceet atkgeoe Y\ case,cHromeo, 23" ro. | HIGH PITCH, MODEL SA 

S1ZeE: 13x5x5; wT: 8 Les. CASE 0-300 LB PRESSURE. BRASS ee CALE 100-50-0-50-100 | OEM Part no. S-34,. 
PRIGE: $19.95 FITTINGS. 3 ies. $5.95 —antt_,* AM-30|BL $1.95 | 58x68x2%; Sie. $1.75 
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AN/FGC-5 TELEGRAPH TERMINAL SET 1S A COMPLETE 
SEND-RECEIVE ELECTRONIC TIME-DIVISION MULTI- 
PLEX TELEGRAPH TERMINAL FOR TWO, THREE OR 
FOUR START STOP TELEGRAPH CICUITS. 

THE SYSTEM CAN BE OPERATED FROM 115/230 votT 
50/60 cycLe AND COMES IN 2 CABINETS OA-150 
FOR THE RECEIVING GRouP ( SHOWN TO THE RIGHT) 
AND OA-15|] FOR THE TRANSMITTING GRouP. (NOT 
SHOWN BUT THE CABINETS ARE THE SAME) 

THE OA-|50 RecetveR GRouPp CABINET CONTAINS 
ONE EACH OF OS-11,C-621 ,0-100,TT-64,PP-484 
AND 4/CV-94 PLUS THE CONNECTING CABLES ETC. 
THE OA-15] TRANSMITTER GROUP CABINET CONTAINS 
ONE EACH OS-11,C-620,0-101,7T-58, PP-484 ano 
4/CV-8| PLUS CABLES & PLUGS ETC. 


CABINETS AND UNITS ARE DESCRIBED ON THIS PAGE 
ALL EQUIP. IS IN USED SERVICEABLE CONDITION. 
SHIPPING WEIGHT EACH UNIT APPROX. 790 LBs. 
OA-150/FGC-5 RECEIVER Group eee 
Os-151/FGC-5 TRansmMITTER Group 195.00 


CV-94/FGC-5 TELEGRAPH CODE CONVERTER, REC- 
EIVING GROUP Accepts THE SIGNAL CODE COMBIN=- 
ATION, MOMENTRARILY STORES AND GENERATES THE 
PROPER SIGNAL TO BE SENT ON TO THE START- 
STOP CIRCUIT, INCLUDES 6 INPUT SIGNAL LAMPS, 
MONITOR SELECTOR, OUTPUT JACKS FOR MONITOR 
SCOPE TRIGGER & PRINTER, 38 METER |00-0-100 
ma oc w/ TuBes 9/12AU7,3/12AT7 & 13/5663 & 
MERCURY RELAY. RACK MTG. I9x7xJ]3: wT: 22 LBS 
useED $16.95 


SOLl 


vi ON Yutieg 
oqo ‘DUT 


OA-150/FGC-5 
RECEIVING 
GROUP 


TT-64/FGC-5 RECEIVING SIGNAL DISTRIBUTOR — 
CONTROLS PLUS A TRIG 


ACCEPTS THE AMPLIFIED MULTIPLEX SIGNAL FROM 9) 

THE CONTROL MONITOR, DETECTS THE PATTERN, ee ee sae St oN ye Me A 

INVERTS TO NORMAL AND SENDS PROPER CODE COM- H TUBES ’ ’ 1D 
FGC-5 DELUXE CABINET For |9" PANEL MOUNTING 


BINATION TO CONVERTERS. W/ TuBEes 12/12AU7,4/ 
|2AT7, 10/5663, 2 PUSH SWITCHES FOR IMPULSE 
& CHANNEL PHASING & MONITOR SELECTOR. RACK 
MTG. 19x7x13; 22 tes, used $16.95 


C-621/FGC-5 CONTROL MONITOR RECEIVING GROUP 
DECOUPLES AND AMPLIFIES SIGNAL WITH PROVISION 
FOR MONITORING W/ SPEAKER & 3$" meteRS 0-100 
MA. OC. & O-| MA MOVEMENT & SCALE 0-200 For 
Ly MULTIPLEX DRIVE & WPM. w/ TuBEs 8/ 
6SN7,1/6SL7,2/6V6 & 1/2B23. Requires 225 VDC 
& 6.3 vac. used $19.95 


Q-100/FGC-5 SIGNAL DISTRIBUTION DRIVE REC- 
EIVING SUPPLIES DRIVING PULSES TO SIGNAL DIS- 
TRIBUTOR RECEIVING SECTION WHICH ARE CRYSTAL 
CONTROLLED FREQ. OF APPROX. 101.25 kc. a 
START-STOP INTERVAL, FOUR CHANNEL SELECTOR & 
33" CORRECTION METER 5-0-5 OQ-|MA MOVE. W 
TuBes 12/12SN7 & 2/6SJ7 USED $16.9 


C-620/FGC-5 CONTROL MONITOR TRANS. GROUP 
AMPLIFIES SIGNALS FROM TRANS. SIG. DIST. 
COUPLES OUTPUT TO MULTIPLEX TRANS. CIR. 
NECESSARY CONTROLS SWITCHES & LIGHTS TO DO 
THIS ALSO WESTON METERS 30], 34 .0-400 mA oc 
AND MULTIPLEX DRIVE FREQ. METER CALB. CYC 
PER. SEC. 60 & 75 wem. O-] MA. OC. BASIC.FS. 
w/_tuBes 5/6SN7,2/6V6, voLTAGE REQ. 6.3 VAC, 
115 voc & 225 voc. w/ scHEemaTic size: |9x7x 
13; wr: 23 Les. 


SRPI C.R. Ha voLT 60 CYCLE POWER SUPPLY 


8 DRAWERS 7" HIGH WITH FULL GLIDE SUSPENSION | PANEL MTG. | ; WT: 28 ces. useo $49.50 


AND TIP OVER hiey: FOR EASY SERVICING, ONE 
BOTTOM DRAWER |1-1/8" HIGH, STANDARD MOUNTING : 
GLIDES CAN BE REMOVED FOR STANDARD MOUNTING. RECEIVER 
FULL DOOR IN BACK WITH DUAL BLOWER. 
S1ZE:73x27x244; SHpc. wt: 300 tes. ; 


CV-81/FGC-5 TELEGRAPH CODE CONVERTER TRANS. 
CIRCUITS FOR ACCEPTING & DETECTING START- 
STOP SIGNALS FROM | CIRCUIT STORING THE FIVE 
ELEMENT CODE COMBINATICNS AND TRANSFERING 
THE STORED SIGNALS TO POSITIONS ARE USED BY 
THE TRANS. SIG. DIST. IN THE MULTI. CIR. 
WesTON 301 oc mA 100-0-100, 30 Tuses, 19/ 
5663,5/12AT7,5/12AU7 & 1/3823. VOLTAGE REQ. 
6.3 voc 115 voc & 225 voc. Size. 19x7x13; 
wT; 23 Les. $16.95 


TT-58/FGC-5 TRANSMITTER SIGNAL DISTRIBUTOR 
CONTAINS CIRCUITS WHICH FORM THE MULTIPLEX 
TELEGRAPH SIGNAL,THE PATTERN BEING DETERMINED 
BY THE CODE SIGNALS SET UP IN THE PARTTICULAR 
TEL. CODE CONVERTERS IN USE.IT CONTAINS A CRY 
STAL OSC., SUBDIVIDER, AMP. CIR., IND. LAMP 
AND SW. FOR SELECTION OF PROPER OUTPUT FREQ. 
FOR NUMBER OF CHANNELS IN USE ALSO A SW. TO 
CONNECT TO CONTROL-MONITOR FOR QSCILLOSCOPE 
VIEWING. WITH TuBEs 19/12ATT7, 10/5663. 
VOLTAGES REQ. 6.3; 115 & 225 VDC. 

Size: |9x7x13; wr: 15 Les. $19.95 


PP-484/FGC-5 VOLTAGE REGULATED POWER SUPPLY 
OPERATES FROM |15/230 vott 50/60 cycle | PH. 
output 115 voc 100 ma 225 voc 550 ma. 4/6.3 
vac 12 AMP. -6.3v BIA Weston 30]:MeTERS 33" 
0-10 vac; 0-200 voc & 0-500 voc w/ tuBes 2 

3828, 2/2050,2/12AU7,6Y6 & 5U4 atso 2 AC 


AIRCRAFT RADIG RECEIVER VHF 
108 To 135 MC AM, cONTINUOK 
TUNING, NO DIAL ON RECEIVER 
y OESIGNED FOR REMOTE USE, | 
IS Mc. 1.F. REQUIRES 24/28 
VOLTS FOR FILAMENT AND 
voc 60 MA. HV. HAS FICILI 
FOR MOUNTING DYNAMOTOR ON 
Ve Mae THE REAR SUCH AS D-10/DM-3z2 
. - With Tuges 3/9003, |/9002 
2/14R7,1/14A7,1/14F7 & 1/12K6. HAS PHONE OUT 
PUT JACK ON THE FRONT ALSO INPUT & OUTPUT 
S$1ZE:68x5x112; wr: 10 ces. s 
R-15 Dib ace NO SQUELCH USED 
R-5SO9/ARC RECEIVER WITH SQUELCH, USED 
SPIN TUNING KNOB FOR LOCAL USE 
UG-88/U Coax. CONN. FOR ANTENNA USED 


CONNECTOR PLUGS TO FIT FRONT OF SET $1.50 


GRAB BOX ASSORTMENT OF N 
USED USEABLE ELECTRONIC 1 
CONSISTS OF PARTS AND ASSI 
LIES SUCH AS RESISTORS, C 
DENSERS, MOTORS, TRANSFORME 


O-101/FGC-5 SIGNAL DISTRIBUTOR DRIVE TRANS- 
MITTER GROUP supPLIES TIMED DRIVING IMPULSES 
TO THE TRANSMITTER DISTRIBUTOR, CRYSTAL 
OSCILLATOR 101.25 KC IN OVEN, AMPLIFIER CIR- 
cult uses TtuBes 6/6SN7,1/6SJ7, 7 POSITION SW. 
FOR FREQ. & FAC. SEL. VOLT. REQ. 6.3 AC.- OUTLETS ON FRONT PANEL. SIZE: Fel Ree 
115 & 235 vnc. 19x7x13: 15 Les. $12.95 wt; 150 ces. Price; $39.95 


CONNECTOR PLUGS TO FIT INDIVIDUAL UNITS ...$1.50 EACH PLUG 
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CIRCUIT BOARDS, CHASSIS AND 
MANY OTHER ITEMS TOO NUMEROUS 
TO MENTION. 
PACKED IN A CARTON AND THE 
WEIGHT WILL BE AT LEAST 5O LBs. 7 

A GOOD FILLER WHEN YOU ARE BUYING OTHER 
MATERIAL AND YOU DO NOT HAVE ENOUGH es 


MAKE THE MINIMUM MOTOR FREIGHT CHARGE.) 
# GB-71 50 te Box $5.00 --100 ces. $$ 


